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ORIGINALITY OF CHRIST'S TEACHING. 


BY W. H. 


ORR, 


“The law made nothing perfect, but the bringing in of 
abetter hope did; by the which we draw nigh unto God.” 
Heb. 7: 19. 

This text contrasts the power of the Levitical priest- 
hood with that of Christ. It sets forth the weakness 
ot one, and the effectiveness of the other. It presents 
the gospel as something new, something original, a di- 
vine plan bringing mankind a better hope of salvation. 
“The law made nothing perfect, but the bringing in of 
a better hope did.” Christ is the author of this “better 
hope.” Asa life-giving power, it differs from all other 
teformatory systems, in its origin, in its essence, and its 


results. It is of Christ in origin, of a divine being 3” 
essence, and its results bring man into harmony with 
his God, conscience, and his environments. It is the 
life of Christ transmitted and superinduced as a motive 
force in human life. 


This originality was not manifest in the invention of 
words and phrases. The words “regeneration,” ‘“‘re- 
demption,” baptism,” “kingdom of heaven,” Son of 
man,’ ‘Son of God,’ “love thy feighbor as thyself,” 
“do unto others as ye would have others do unto you,” 
were not foreign to the mind of man. In that particu- 
lar his power was manifest in uniting the fragments, 
gathering together the broken parts, adjusting the scat- 
tered elements, placing them in their right proportions, 
so as to complete one body of living truth, and thus he 
intensified and beautified their meaning. He breathed 
the essence of life into them. Before Christ the moral 
literature of the world was as a garden of wax-work— 
without fragrance or ability to absorb, utilize, or con- 
serve the sunlight. Now it isas the garden of Eden. 

Christ changed and established the central govern- 
ment among the virtues. Love became law, and alt 
others virtues took their proper place, proportion, and 
importance from it. 

Christ discovered the polarity of all moral forces. 
tle established the gravitation of love in the sphere of 
moral chaos, and immediately the virtues, graces, mo- 
tives, desires and passions fell into their proper places 
in their divine order. Morality coaxes men to be good, 
and makes them pledge and bind themselves by strong 
vows to do that which is right; but the gospel destroys 
the effect of the world’s charms by its superior attrac- 
tions. This new idea gave the world a better hope. 
Man is sustained by having the divine spirit in him to 
will and to do, to create its likeness of character and 
correspondence of mind and will. The old idea was to 
give direction; the new is to have inward, divine light, 
where man becomes a law unto himself. 

The inimitable character of Christ’s work is evidence 
of its individuality. He required no patent to guard 
against the intrusion of imitators. He has never been 
equaled. Socrates and Plato were great teachers, but 
they never produced their own likeness. The highest 
compliment that you can give to a teacher, is that he 
makes independent thinkers; but Christ engrafts his 
own life and image into the soul. 

But the greatest original thought of Christ is in de- 
signing himself to be the object of the world’s study. 
It would seem the greatest folly for men to make such 
a proposition, but in the character of Christ every re- 
buke is hushed. His authority disarms every attempt 
at opposition. He says, “Iam the light of the world;” 
“T am the truth;” “If any man thirst, let him come 
uhto me and drink;” “My body is meat indeed, my 
blood is drink indeed.” If Christ is not the power and 
wisdom of God, these words are a stupendous, presump- 
tious, and a positive absurdity. He not only proposed 
to become the personal study of the world, but also to 
establish personal union with each of his scholars. His 
mind is an electric force, drawing all together in a per- 
sonal attachment. ‘By one spirit” are they “baptized 
into one body.”’ 

Now, this personal attachment, this vital union, is 
the sinner’s better hope. In the independence of para- 
dise man became a victim of his covetous spirit, and in 
the theocracy of Israel he was in constant rebellion. 
In the first the law of God was written in human na- 
ture; the second on tables of stone, but in Christ, God 
and man are united. This brings a better hope. It is 
the kingdom of divine love. It is God’s city of refuge 
coming on earth, perfect and everlasting. 

This personal communication brings universal adapta- 
tion and fitness to man. It meets the demand of hu- 
man development—its germ, growth, and perfect stat- 
ure. It is suitable to the worshiping nature of man. 
It appeals to the intellect and satisfies the reason. It 
enthuses the feelings, awakens general sympathies, im- 





It is 
He is more of an inductor than an 


mortal hopes, and captivates and controls man. 
Christ in the soul. 
educator. 

Perhaps the most penetrating fact in Christ’s original 
conceptions is in making his own death a part of his 
plan. He calculates the results of his death, resurree- 
tion, and the baptism of the Holy Spirit. In this he 
overleaps all the creations otf the human mind. He 
spans the abyss of the grave, and founds the buttress 
of the arch of salvation: upon the battlements of the 
unseen city beyond the gulf of time. This clearly 
forecasts the future. His plan was to be a new force 
—personal, spiritual, electric; leavening the bones and 
marrow of civilization. It was to be an energy of his 
own spirit, putting forth aggressive authority. Thus 
Christ stands pre-eminently an original teacher of 
ethics, the founder of a kingdom, and the Redeemer of 
men. ‘ 


xiii eal a 
DOING RELIGION. 


We do not want too much theology without the life, 
for ologies alone are dry bones. So here is a little prac- 
tical Christianity. Not far from this place lives a 
farmer with his wife and family of small children. 
They are both industrious and frugal, and are strug- 
gling very hard to pay for a small farm which he has 
purchased. Not long since the little girl was taken 
sick with scarlet fever. It has now spread in the 
family, and three of the children are sick. The mother, 
worn out with care and watching, is also compelled to 
take her bed. The father sought for some one to come 
to the house and take charge of the work, but no one 
could be found. The only resource left was to call on 
the neighbors for help. Some, when asked to watch 
with the sick, would say frankly that they were afraid 
to go. Some excused themselves because they had chil- 
dren of their own, and they were fearful of bringing 
home the disease. ~But there was one woman who said, 
“Ves, I will go.’ She said this as a Christian. She 


said it because she saw a plain, Christian duty. She 
might have made excuses, as others had, for she also 
had a dear boy. But she said, “It is a duty, and I will 
go.” She said it seemed to her always safe to do right. 
I did not tell it to her, but I admired her Christian 
courage and devotion. That is where the real Chris- 
tianity comes in. That is not “getting religion,” but 
“doing religion.” It was a noble deed. It was a deed 
worthy to be compared with the heroic lives of the 
prophets and apostles and martyrs. If the spirit of 
Christ truly dwells in the heart, it will bring forth 
noble, unselfish, heroic action. We may measure the 
spirit of Christ that is in us by what we are willing to 
do for others. W. O. C. 


en 


PERSONAL WORK. 


All who love our Lord Jesus Christ can not but re- 
joice in the manifest power of his gospel to reach men 
and save them from sin. But in order to accomplish 
this, it is necessary for the servants ot God to preach 
the gospel persistently; and oftentimes the most effect- 
ual way of doing this is by personal contact with men, 
and by faithful, earnest, and pointed words show and 
convince them of duty. 

Much of the success of Rev. M. W. Borthwick’s 
work performed recently in Monroe, N. J., is due to 
this method of work. By his adaptability to reach 
men and his downright earnestness in pressing home to 
the conciousness of men the truths of the gospel, with 
the blessings of God, many were induced to commence 
the Christian life in their own homes. Let there be a 
realization of the needs of men and the power of the 
gospel, and then in season and out of season preach 
Christ and persuade men to believe and accept him. 

G. A. ConrIBEAR, 
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THE STORY OF JESUS.—No. 35. 


BY J. P. WATSON. 

























































































































Mary of Magdala! She did not know that she was 
speaking to her Lord—but it was he, indeed. The 
angels had proclaimed that he was not within the tomb 
—that he was risen—but the women understood not the 
glorious truth of the resurrection, nor probably did they 
imagine that those who spoke to them of their risen 
Lord were angels. 

As the morn of Sunday begar to dawn the earth had 
been shaken with violence again, as some forty hours 
before at his death. Then many graves were opened. 
but now only one was to receive the light. With the 
shock the angels came, and perhaps by the shock, they 
rolled back the stone that shut in their Lord. The 
countenances of the angels were like lightning and their 
raiments were white like the light. 

* The countenance of Moses, who had just looked into 
the face of God, and that of Ste; hen, later, when he 
had seen Jesus at the right hand of glory, as also that 
of our Lord in his transfiguration, were all shining 
countenances. This*is undoubtedly the natural ex 

pression of the faces of the glorified. Here we are 
‘ights by our works, but there we shall be lights in our 
natures. Like the stars, and far longer than they, we 
areto shine. The new body, in its face and its raiment 
as well, will be as the light—a light which, in compar 

ison with Jesus the Sun of Righteousness, will be as the 
stars. ‘The blazing sons of glory” may provean expres. 
sion wholly true. 

The keepers saw the angel as he sat upon the reck 
which had been intended to bar the body of Jesus, anc 
they quaked with fear because of his presence and gladly 
fl -daway from the scene. “It was death to flee, but they 
felt that it wasall of death to remain. Straight they 
went to the chief priests and told them all that had 
transpired. At once the elders were called together 
fur consultation, the soldiers were bribed with large 
sums of money, and their security promised before the 
governor. 

“The disciples came and stole him away while w: 
slept,’ was the report which they made to all, and thi: 
report was accepted. To sleep at the post of such duty 
was death to a soldier, and they would be far from it as 
‘hey valued life. But if asleep, how knew they thi 
the disciples of Jesus had come and stolen his body’ 
Men in their sleep know nothing, and their testimens 
would not have weight, however solemnly affirmed 
But the priests and the people wished to make a case. 
and it mattered little that it had no basis in fact. But 
says one, “This is the statement of the gospel only. 1 
true, why were not these facts mentioned by cotempo 
rary historians?’ If we say they cared not to record 
an event which would condemn them and their nation 
to posterity, our answer might not satisfy. Than the 
silence of cotemporary historians of this fact, greate: 
wonders of similar character appear in history. Mare 
Polo published an account of his travels in China, bu: 
he made no mention of its great wall, the wonder of the 
nation and the admiration of all ages. Search the ar 
chives of Portugal, and you will be astonished to find 
that they make no mention of their immort.l Amerigo 
Vespucci. Search those of Barcelona, and, on the au- 
thority of Humboldt, you will find no mention of th 
triumphal entry of Columbus on his return froma New 
World. Milton and Jeremy Taylor were cotempo 
raries, and yet neither made mention of the other. Stil! 
more remarkable is it that Shakespeareand Bacon, called 
the brightest intellects of modern times, cotemporaries 
and residents of the same place, both writing volumin 
ously, and yet neither makes mention of the other. 
and from their writings alone one would not know 
that either was conscious of the existence of the vther. 
Such wonderful literary facts as these the skeptic 
passes over in silence, but when a similar co-incidenc: 
relates to the Scriptures, his faith is dashed at once. 

Did Jesus arise from the dead? The women say he 
did. The apostles say he did. The soldiers say he did. 
Here are three classes of witnesses, and their evidence 
is one. To believe that the statement of the resurrec- 
tion was fabricated, one would need to see some goodl) 
reason therefor. What can be affirmed in its favor? 
What had the disciples to gain by it? Wherein was 
their reward? Then, such a falsification accords not 
with the moral teachings of the gospel, nor with the 
accepted lives of the disciples. Nor is it possible to 
believe that they were really deceived in the matter 
and thus honestly affirmed what was not true. The evi- 
dence of their intelligence is too conspicuous in their 
writings, and the certainty of sacrificing all for nothing, 
would too readily appear to them. 


Jesus did arise according to the Scriptures, and no 
fact of history is, perhaps, more abundantly verified. 
It was also the basis of all subsequent teachings on the 
part of the disciples, and if they were untrue in their 
assertions they could easily have been overthrown ly 
counter testimony. The absence of this counter testi- 
mony is the thing for the skeptic to notice. It would 
have been given il it could have been, and it would have 
been preserved if it had been given. While no enemy 
of Jesus would help establish the sacred truth of the 
Lord's resurrection, all would gladly have contributed 
tothe overthrow ot the claim. 

Jesus caine from the grave in the identical body 
in which he suffered crucifixion. None will doubt 
this but such as can see a justification of deception 
on the part of our Lord. No new body was evolved 
from the old, leaving a husk or outer tabernacle be- 
hind, but the veritable body of Jesus in its entirety 
came up from Joseph’s new tomb. This resurrection 
body was changed and yet the same. The regener- 
ated man is the same as the unregenerated man. So 
the body of Jesus by resurrection was sublimated, 
etherialized, or spiritualized, without the destruction 
of its ideutity or actuality. As Christ's body was, so shall 
be the bodies of the saints. 

That Christ’s body could not be seen, is nothing 
strange. To see spiritualized materiality one would 
ieed to have spiritual vision, or, at least, a wondertul 
iccommodation to that vision. 

When matter reaches the measure of. refinement 
hat it does in the state of g/uss, we sometimes feel 
uncertain as to its existence. That is, we may look 
hrough glass without being cognizant of its exist- 
ence. So will all matter be in the other world. 
Kven go/d John calls transparent, and surely tius 
may be the bodies of the glorified—thus was the body 
vt Jesus following his resurrection. In the moment 
of his physical revelation Jesus must have either 
issumed an attire of grossness, or else spiritualized the 
vision of his delighted disciples. Soon, by blessed ex- 
perience, we will know what the new body is. 

ri + 

LETTER TO AN ORTHODOX CONGREGA- 

TIONALIST. 


61. Resurrection of Jesus. Two of the Marys, with 
other women, had witnessed, not far away, the place of 
the Master’s burial and the ceremonies attending it. 
They had followed their Lord from the city to Calvary, 
and now from Calvary tothetomb. Farther they could 
not now go with him, but they would watch over 4im 
there. His dust should be precious out of their sight, 
even as his life had been in their companionship. They 
had seen the great stone, by the aid of strong men. 
rolled to the door of the sepulcher, but they had not 
tarried to see it sealed. They knew that the embalm- 
ment had been incomplete from the necessarily hurried 
manner ot its accomplishment. They agreed, just there. 
to hasten home and betore the Sabbath morn should 
dawn have their needed spicesall arranged for the earlies: 
possible emb:lmment. 

Noble women! Their thrice-blessed Lord was watch 
ing with admiration, enkindled into love, all their deed: 
of devotion. Their reward should come sooner than 
they knew, and in a manner more glorious than the) 
thenght. : 

The Jewish Sabbath would begin with the setting o/ 
the sun, and not before would Friday be gone frora th 
world. Fhe Son of man must be three days in th 
heart of the earth, and before Friday is gone his rest ii 
the tomb has been. entered upon. Josephus expressl) 
declares that the bodies of the crucified were taken 
down and buried, if burial was accorded them, befor 
the sun set. Perhaps for less than a single hour o: 
Friday did Jesus rep se in the tomb, while all day o' 
Saturday and near twelve hours of Sunday would hi 
peacefully :epose within its shadow. Thus, probably 
about thirty-six or thirty-seven hours the grave was th 
eradle of his body. 

The Scriptures do not say that Christ was to be all o! 
the hours of those days in the tomb, but three days h 
was torest there. One might say, “I was three days in 
Philadelphia,” which would be in consonance with 
truth, if only a few hours of each day were spent in the 
city. 

There was professed fear with the sanhedrim that h s 
disciples would come and steal away his body from the 
grave. Remembering his promise of personal resurrec 
tion within three days—a fact apparently and strangely 
forgotten by his disciples—they would guard against it 
by every earthly authority. ‘The stone against the 
mouth of the grave was sealed by drawing a string 
across it and plastering or fastening its two ends with 
clay. And then, in addition, a guard of soldiers should 
watch the sepulcher for a time by special appointment 
of Pilate. 

All these arrangements, though not thus intended, 
were in the interest of the truth of religion. The ver) 
men who jealously guarded the grave of Jesus, should 
be witnesses of his resurrection. There were otl.er 
watchers over the grave of Jesusthan the Roman guard. 
The angels who came with his coming had appeared in 
the garden and were now at his grave. Indeed, they 
had been his companions, we may confidently believe, 
in all his way. In their sight his dust was precious, 
and they, with the women and the soldiers, would con- 
stitute a three-fold watch of his sleeping remains. The 
angels, who are to share in the glory of the final resur- 
tion of the saints, would also share in the glory of the 
resurrection of their Lord. 

The graves of many of the saints had opened at th 
death of Jesus when the furious force of the earth- 
quake was felt by the terrified multitude, but of these 
none came forth until Jesus himself had risen. I in- 
cline to the thought that they did not return, by death, 
to the grave again like Lazarus and others whom Jesus 
had raised, and that thus Christ was really the first fruits 
of the resurrection to immortality. 

The sun would rise at the season of Christ’s death 
about fifteen minutes of 6 o’clock. Not until this hou: 
could the women pass through the gate for Calvary's 
mount and the sepulchef* near by. On their way the 
wonder with them was, “Who will roll us away the 
stone?” They knew nothing of its being sealed or of the 
Roman guard beforeit. 

On their arrival the guard had fled, the st>ne had 
been rolled away, and the grave wasempty. One they 
saw whom they supposed to be the gardener. He might 
know where their Lord was. “If thou have borne him 
hence, tell me where thou hast laid him, and I will tak: 
him away.” Beautilul, blessed words of the new sainted 


My Dear Brother,—You expressed a desire to know 
my views concerning Christ. I must needs go back 
and refer you to some experiences that have preceded 
ny present views, showing how I came at the truth 
by degrees, and not at a bound. My first attendance 
at the house of God was with the Unitarians. I ed- 
mired the beauty of their lives, but the doctrines 
taught did not satisfy. They did not reach down to the 
bottom of my soul's want. For years I felt the inner 
cravings of spiritual hunger. No merely human being, 
however wonderfully endowed, could be the Savior I 
needed. Then I turned to the Baptists, and attended 
their service for a whole year, still seeking the light. 
Oh, how I prayed and yearned over the doctrines of the 
trinity, hoping that the shell might burst, and reveal 
to me the precious secret. But no such good thing 
ever came to pass. Jesus was a being who was a mere 
man, joined to a being who was the very and only God. 
Where was my Christ? The human part was not 
enough. The deity part was too high, tvo mighty. 
But at last the light broke on me, and I found Jesus 
as Peter did, “The Christ, the Sun of the living God.” 
Jesus was in himself a divine being; divine, because 
the Son of a divine Father. He inherited a divine 
nature as I inherit a human nature. In his prayer to 
God, Jesus says: “Glorify thou me with thine own 
self, with the glory which I had with thee before the 
world was.” That was the Christ to whom my soul 
was drawn; he who had glory with the Father before 
the world was; wh» also said, “I came forth from the 
Father, and am come into the world.” 

When he came into the world, he took on him our 
nature; a nature which he had not belore possessed, 
and was tempted in all points as we are. This is the 
Christ that I love; nearer to me, because more tangi- 
ble and more human than the Father, and still mighty 
to save. 

Accept this brief outline from your friend, 

W. O. CusHIna. 
instal aaa ce 

There is blessed peace in lookiag for nothing but 
our daily task and our portion of Christ’s cross be- 
tween this day and the appointed time when we shall 
tall asleep in him.—[Bishop Wilberforce. 
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THE RAINBOW AND THE CROSS. 

After the occurrence of that wonderful phenomenon, 
the Flood of Genesis, accompanied as it was with such 
wide-spread destruction and physical convulsions, God 
placed his bow in the clouds, as an emblem of his 
mercy and that such destruction by water should not 
recur. 

As a physical phenomenon, it reaches the climax of 
beauty ina material sense, and has been well styled 
“The bow of Omnipotence.”” The poet may not ade- 
quately describe it, and the artist’s brush may not re- 
produce it. Of it truly may be said: “To be appreci 
ated, it must be seen.”’ 

But transcendantly beautiful and charmingly sub- 
lime as is God’s pencil-painting of his mercy in 
nature’s colors on the clouds, turning to Calvary of the 
gospel—the cross of the Christ—there is painted in pic 
ture of love and blood of tenderness, not the beauty of 
God's works, but the all-graciousness of the heart of 
the all-good Father himself. Hence: it has been well 
said: “Socrates died likea philosopher, but Jesus Christ 
like a God. 

Calvary and the cross unveils the love and mercy o! 
the fatherly heart of God for a sin-stained and death- 
crushed race in colors of mercy and pictures of love. 
compared with which, in moral sublimity, holy grand 
eur, and divine beauty, the beauty and splendor of the 
rainbow are the veriest shadow. 

If poet or painter may not picture or reproduce the 
rainbow, much less shall tongue tell or pen write the 
power and glories of the cross. To be appreciated, it 
must be seen. ‘For the word of the cross is to them 
that are perishing fool/shnese; but to us who are being 
saved. it is the power of God.’ It must be seen, not 
by literal eye in literal vision, but by a faith or trust 
view, that takes God in his all-graciousness as vouch. 
safed in Christ and emblemed in the cross. The poet 
describes such a view: 

“Iam coming to the cross; 
I’m poor, and weak, and blind; 


Iam counting all but dross; 
1 shall full salvation find. 


“For I’m trusting, Lord, in thee, 
Dear Lamb of Calvary; 

Humbly at the cross | bow; 
Jesus save, and save me now. 


“Jesus comes! he fills my soul! 
Perfected in love lam; 

Iam every whit made whole; 
Glory, glory to the Lamb.” 

No astronomer’s glass or philosophers vision may 
even see God, much less read his fatherly heart. He 
only who is in the bosom of the Father, hath declared 
him,—in the word of the cross, in the gospel of the 
grace of God. - ’ 

Jesus says, “Come unto me all ye weary and heavy 
laden; I will give you rest.” God says, “Sinner, turn; 
why will you die?” 

Calvary .speaks in tongues of love; the cross pleads 
mercy in words written in blood; penitents believe, and 
pardon and life are found. In Christ is light, and that 
light the life of men. He alone is the way, the truth. 
and the life, and no man cometh to the Father but by 
him. SAMUEL Lona. 

Versailles, Ohio. 

eT Sao 
MINORITIES IN THE CHURCH. 





Minority is really the working power of the church, 
and it is a fact which ought to awaken serious thouglit, 
for it is verily true. Go to our prayer-meetings. Isa 
majority of the church there? Goto our church con 
ferences. Are they made up of the majority of our 
church-members. And who compose the business meet- 
ings of the church? Is it the majority? Now I ven- 
ture to affirm that not in one case out of ten are these 
meetings made up of the majority, but in nine tenths «f 
our churches the social and business meetings are 
sustained by a minority. They really are the working 
force of the church. They are the only ones on whom 
dependence can be placed, and in many instances it is 
onlya small minority. They are really the burden- 
bearers, and they do bear the burdens of the church 
manfully. They sustain its m-etings, build up and 
support the tabbath-school, and are active in the gen- 
eral interests of the ehurch. It is to the few the pastor 
must look for counsel and co-operation, and this he ce- 


bers do not make a strong, working church; that he 
can depend upon and look to only a few as earnest co- 
laborers, who will stand by him and strengthen his 
hands. 

So far as effective labor and Christian usefulness is 
concerned, it might be just as well, and perhaps in 
some instances better, were the majority removed. 
They have but little or no interest in the prayer and 
conference meetings and Sabbath-school, and do not 
pray in their families. They may be present at the Sab- 
bath service; so are many who are not church mem- 
bers. They may come to the Lord’s supper, but so far 
as being workers and helpers in Zion, and relieving the 
few who stand at their posts, their neglect tends to dis- 
courage and add to the already heavy burdens. So the 
inquiry may be turned, What are majorities good for as 
a spiritual help in the church? It ought not to be so. 
Kvery member ought to add to the strength and work- 
ing force of the church, and the larger the body the 
vreater should be its effieiency and influence for good. 
But it is not always so; often are the pastor and the 
few left to struggle under burdens which the many 
ought to share and make light, but which they really 
make heavier. This difficulty is not found in large 
churches only, but in small ones also, where the help 
of every one is needed, and where, if every one could 
fill his place, it would inspire courage, and make the 
feeble united, strong, and efficient. 

Majorities may help financially, but spiritual help is 
most needed in the church of Christ at the present 
day. God's people anciently, after their glorious vic- 
tory at Jericho, were defeated at Ai. Nehemiah, in 
building the walls, had spiritual help or the work 
would never have been accomplished. God seeks a 
pure church that has a mind to work, and that work 
should be a united, conjoined, simultaneous one. 

J. T. Hovss. 

Corinna, Maine. 

+ 


“SHE HATH DONE WHAT SHE COULD.” 

This was the Savior’s declaration concerning th: 
woman that poured the ointment on his head. There 
ippears to be a forgetfulness in this art of hers, as she 
loes not appear to have considered at all what anybody 
‘Ise was doing or going to do; but forgetful of others. 
ind only intent on showing her love for the Master. 
the ointment appears to have been used as inspired by 
the emotions of her own heart, without any reference 
to what any one else might think, say, or do. In this 
respect her act was one to be held in remembrance, as 
she did what she couid, not asking or stopping to think 
whether anybody else would do anything or not—doing 
simply for herself. 

Her example appears as an example worthy of imita- 
tion, or it would not have received the commendation 
it did. Now, suppose each minister and member in the 
Christian Church in Iowa would do this, how soon 
would things change for the better! How many min- 
isters would preach oftener and better, how many of 
them would be better supported, how many more 
churches would have glorious revivals, if all should do 
what they could! How many more would have a min- 
ister at work; how soon would Le Grand Institute be 
completed—be free from debt and doing what it could 
as an educational and moral force in the land! 

A reason for not doing is often said to be a fear that 
others will not do. Had this woman with the ointment 
used this plea asa guide for her conduct, she would 
never have used her ointment as she did. Now, a fear 
that dthers will not do is not a very good reason for a 
man not doing his own duty, or doing what he can. 

Another reason for not doing is, that if we do give, 
it will not be properly used. Is this a good reason for 
not doing what we can? Can we not put men in con- 
trol that will do what we want done? Do we judge 
others by ourselves—fear to trust others because wi 
dare not trust ourselves? Tell it not in Gath, and let 
not the idea have a lurking place in any of our hearts. 
but let every man do for himself, and do as unto God. 
and see the result. If the right men are not in con- 
trol, do what each one can to put the right man in the 
right place. The Christian who has done his whole 
duty casts no reproach on himself when a school is 
closed, a church gone down, or a soul lost in the great 
day of eternity; but, on the contrary, to hear the 
Savior say, “Well done; you have done what you could,” 


serves from them, otherwise he en be of no benefit to} would give a joy lasting as the eternal years of God. 
them. ~He has learned from sad experiences that num-' Does the true diseiple of Christ, if in the ministry, re- 





gret his weary journeys, the storms he has endured, if 
at last he can finish his course with joy and hear that 
word of commendation from the lips of the Master— 
“He hath done what he could?” The regret is that he 
could not do more. So with the man in the use of the 
méans with which he has been blest. His regret is 
not that he has given, but that he could not give more. 

Brethren all over the land, let us do what we can, 
and before it is too late let us do each what we can in 
the line of our own duty, and leave the event in the 
hands of Him that doeth all things well. 


L. Forpyrox. 
Libertyville, Iowa. 
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GLEANINGS FROM THE HERALD OF 
JANUARY £2, 1885. 


THE CROSS. 


But the glory of the cross as a moral power can not 
be questioned by friend or foe, and remembering this 
glory any emblem of.it should be esteemed with joyful 
consideration. ‘Christ died on the tree,” said Carlyle 
to Emerson. “That built Dunscore Kirk yonder. That 
brought you and me together.” Truly the cross is the 
seed of the richer monuments of civilization, while it is 
the bond of a fellowship most noble and well-nigh uni- 
versal.— Rev. J. P. Watson. 

HAPPINESS. 

To read, to think, to lve, to hope, to pray—these are 
things that make men happy. They have power to do 
these things; they will never have power to do more. 
The world’s prosperity or adversity depends upon our 
knowing and teaching these few things, but upon iron 
or glass, steam or electricity, in no wise.— Ruskin. 


REV. J. F. WADE. 


I can not call to mind one instance among us or any 
dengmination where ministers of the gospel have 
proved themselves efficient in their work except by 
direct, persistent hard work in preaching the gospel. 
This was pre-eminently true of the late Rev. J. F. 
Wade, when he gave himself to his true wotk—his 
labors were greatly favored of the Lord. He was a 
Christian preacher. He never preached a paganite 
Christianity. He did not preach a Judaistic theology. 
He believed in the atonement, but it was God in Christ 
reconciling the world to himself. He preached no 
emasculated gospel. He was not apt to tear open the 
living vitals of the Christ and take therefrom one of the 
truits of the spirit and make a hobby of it. However 
valuable the nag might be; he rode no jaded Pegasus of 
modern, moral reforms; he was a religious preacher, 
not a temperance lecturer, not a Sabbath-school lectur- 
er; he combined all these golden threads in his ser- 
mons, not to reform men simply, but to cure men, to 
lead them to Jesus.—Rev. J. D. Childs. 

THE SAFE WAY. 


The best plan is to preach the truth asitis in Jesus, 
and the best way to get at that is to “hold fast the form 
of sound words, even the words of our Lord Jesus 
Christ.” It is safe to preach Christ as the only name 
given among men where by we must besaved; it is safe to 
proclaim his shed blood as “the fountain opened ia the 
house of David for sin and for uncleanness.” In all the 
range of human thought there is no one reflection so 
fraught with tenderness—no one that has in it so much 
that challenges our faith, that charms our love, that re 
bukes our sin, that subdues our rebellion—no one that 
has in it so much that captivates every affection of our 
souls as the story of the cross of Calvary. But, as Dr. 
Bushnell has well said, when that cross and that blood 
is given an over-literal and over-legal significance which 
makes it to imply that God has taken vengeance on the 
innocent that it may thereby become legally possible 
for him to have mercy on the guilty, it becomes revolt- 
ing in the extreme. There is this reflection, however, 
that the gospel has marvelous power, and is not depend- 
ent upon the correctness of men’s philosophy for its 
power to mold their lives and bless and save their souls. 
Any theology that leads men to look with suspicion 
upon a life of goodness and purity, is not of that gos- 
pel which Jesus preached, or any gospel which makes 
a man less a man and less a brother to all men than he 
was before, is not that true bread which cometh down 
from heaven and that giveth light to the world —Ed- 
itor. C. MENDENHALL. 

Maple Rapids, Mich. 


— oe 
We can not doubt that the Bible is right if it has set 
us right. ‘ 
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NEW HAMPSHIRE. 

Center Tuftonboro.—The brethren and friends of this 
place gave me a donation visit afew weeks since. Quite 
a number came.in the afternoon, bringing with them 
refreshments, and loading the tables with the same, of 
which their minister and family were invited to partake 
with them. In the evening a host of the younger peo- 
ple came out, and allenjoyed the occasion. The even- 
ing was spent in social conversation, singing, some re- 
marks by pastor, and prayer; then the friends return- 
ed to their homes, leaving us with quite a supply of 
provisions and money, for which we feel thankful.—G. 
D. GARLAND, Feb. 9th. 

Portsmouth.—The Boston Herald of February 5th says: 
“The union course of lectures which has been in progress 
at the Christian Church,on Kneeland Street, concluded 
last evening by aconcertin which several well-known ar- 
tists took part. In this course of lectures some of the most 
prominent city clergymen havespoken, and the financial 
result has been satisfactory. The church, with its weekly 
temperance meeting, is in a united and prosperous con- 
dition. Rev. E. Edmunds has been chosen pastor for 
the ensuing year. The meetings are good and encour- 
aging.’’......Elder Lewis Phillips, pastor of the Christian 
Church at Rye, has resigned on account of ill health. 
The society voted not to accept his resignation, but to 
dispense with one preaching service for fourteen months 
in the hope that he would remain with them. Bro. Phil- 
lips is universally respected, both in the church and com- 
munity. His loss would be greatly felt in Rye. We 
trust he will decide to remain with them.......... Rev. Mr. 
Earl, the well-known evangelist, now in his seventy- 
third year, is holding a revival meeting day and even- 
ing in Tremont Temple, Boston. The meeting will be 
continued through February. A good interest is report- 
ed. Mr. Earl has preached in nearly every state in the 
Union and in Canada......... There is a good religious in- 
terest in the First Christian Church at Kittery, Maine, 
under the ministry of Bro. J. W. Webster. Several 
young men have commenced a religious lifeg The 
church is greatly revived...... Bro. G. E. Merrill, of Green 
land, preached in the Christian Church at Wolfboro 
Sunday, February 8th...... The Christian Church at New- 
ton is disappointed in not receiving a favorable reply 
from Bro. Colburn, of New York, to become their pas- 
tor. We trust, however, that they will soon have a 
pastor. Bro. Day’s health is improving...... The four 
Christian churches in New Bedford, Massachusetts, are 
all prospering...The church at Fall River, Massachusetts, 
is increasing in strength and influence under the faith- 
ful pastorate and earnest labors of Bro. Summerbell.— 
J. A. Goss, Feb. 11th. 

NEW YORK. 

Kirkwood.—Having tendered my resignation as pastor 
of the Kirkwood and Riverside Christian churches, to 
take effect April 1, 1885, I am at liberty to negotiate with 
any church desiring my services as pastor for the com- 
ing year. All communications may be addressed to G. 
A. CarRk, Kirkwood, Broome County, New York. 


De Wittville—We held evening meetings during the 
‘“‘week of prayer’ and the week following. Eight per- 
sons made a profession of religion. Some have united 
with the church, and others will do so, I think. Our re- 
ligious prospects are brightening. At Christmas time 
the pastor and his wife received rich gifts from the soci- 
ety. Our annual donation was held last evening. A 
large singing-class has been organized, and two sessions 
weekly are Held in the church.—O. T. Wyman, Feb. 5th. 

Plainville—Rev. Elias Jones, of North Pembroke, 
spent Sunday, February 8th, with the Christian Church 
at Plainville. His morning sermon, on “The Wisdom 
of the Serpent and Harmlessness of the Dove,” was list- 
ened to with deep interest by the large audience present. 
In the evening Bro. Jones gave a very interesting lecture 
on “Paul’s Third Missionary Journey.” Bro. Jones is 
an earnest, devoted, and able minister of the gospel of 
Christ, and the church that secures his labors will do 
well. I write this brief tribute as a friend.—E. E. Cor- 
BURN. 

Orangeport.—We held a few extra meetings at West 
Shelby during the month of January. Bad roads and 
cold, stormy weather interfered very much. The church, 
however, was somewhat revived and a few souls con- 
verted. We received eight members into the church 
yesterday (February 8th), and expect one or two more 
to unite next Sabbath.....4@he ministerial conrmittee has 
invited the undersigned to continue his labors at West 
Shelby during the nex! pastoral year. He will proba-. 
bly accept......Rev. S. Brate has been supplying the 
church at Orangeport since October last, and has been 
invited to preach here next year......Tnere has been quite 
a temperance revival at Gasport. Three hundred signed 
the pledge.—D. W. Moore. 


Portlandville.—On Friday, February 6th, the Otsego 
County Christian Sunday-school Institute opened in the 


Christian Church at Hartwick. It wasa very interesting 
and profitable session, in the course of which an essay was 
read by Sister Lucy Hollister, and we voted to ask the ed- 
itor to publish itin the HERALD. A copy of it will be 
sent in the near future. This session was followed by a 
spiritual session of the Otsego County Quarterly Confer- 
ence, preaching by Bros. Hayward, Tuller, and the wri- 
ter; alsoa fellowship meeting, led by Bro. D. E. Parker. 
The presence of the Master was felt, and one hundred 
witnessed for him. We also collected money for the 
New York Eastern Missionary Society, Bro. Watson’s 
Mission, and the Publishing House......... The writer 
will remain in charge of the churches of Portland- 
ville and Maryland, with an increased salary. We are 
united in the work, and are grateful to God for a 
new bell, paint on the church, twenty additions at 
Portlandville, and large and spiritual prayer-meetings 
at both places—and some new subscribers for the oldest 
religious paper in the world. Pray for us.—W. H. 
HUMPHREY. 


Stanfordville.—Bro. J. E. Everingham is absent from 
the Biblical Institute assisting Bro. Thomas Peed, a for- 
mer student, in some extra meetings at his church at 
North Westport, Massachusetts. We trust that much 
effectual work will be done...... A good work is being car- 
ried on at our neighboring village of Bengal, conducted 
by Rev. Mr. Marshall (Baptist), resulting in many being 
induced to join the army of the Lord...... Professor Mor- 
rill exchanged pulpits with Bro. B. S. Crosby, of Milan, 
Sunday, the 8th inst. Bro. Covey supplied the pulpit at 
Clove. Bro. J. McCalman supplied the pulpit at Free- 
hold for Rev. J. T. Morgan Sugday, February Ist, and 
reports prosperity concerning the church there...... Bro. 
H. A. Nicholls preached at Shultsville last Sunday...... A 
very interesting and profitable Sunday-school concert 
was rendered at the Christian Church at Stanfordville 
recently, and we understand that efforts will be made to 
furnish more such exercises, thus showing that the 
school not only works, but contemplates working...... Dr. 
Weston recently concluded a very interesting and in- 
structive course of lectures on the “History of the Canon 
of the New Testament,” extending from apostolic times 
down to the present age, and the students regard it as a 
rare advantage to be privileged to have such an extensive 
subject presented to them in such a condensed form and 
in such an easy and interesting manner. The Doctor is 
delivering at this time a course of lectures on ‘‘Revealed 
Theology,’ as well as biblical interpretation. Let the 
servants of God seek out those called to the gospel min- 
istry and direct them to the Biblical Institute...... Board 
at the Home, for the month of January, was $2.35 per 
week, which is somewhat above the average.—A., Feb. 
1lth. 

NEW JERSEY. 

Milford.—We are holding meetings here. Twenty- 
three have made a start so far, most of whom, we trust, 
are converted......... There is a revival in progress at Hope, 
Miss Haley being there assisting Bro. Bishop.—J. J. Sum- 
MERBELL, Feb. 9th. 

Milford.—Rev. J. J. Summerbell who, after commenc- 
ing his meeting took such a violent cold as to almost pre- 
vent his preaching, says in a letter to his mother, dated 
February 9th: “Iam much better than I was last week. 
I spoke last night with freedom and can sing once more. 
I have been‘all alone thus far. Twenty-three have made 
a start.” 


Pleasant Valley.--We closed our extra meetings at 
Monroe last night (February 4th). The interest did not 
abate, and we believe the workisthorough. Bro. George 
A. Conibear, of the Christian Biblical Institute, was with 
us two weeks and rendered efficient service and endeared 
himself toall. He is a noble young man and an ex- 
cellent preacher. The result of the meeting can not yet 
be told. We believe forty-five were hopefully converted 
to God. Sunday, January 25th, we reorganized, and now 
have twenty-eight members—others yet to join. Some 
wish to join with us, but their parents will not allow 
them. Several will go to other.churches. We have ar- 
ranged for a prayer-meeting and Sunday-school. New 
stoves have been purchased and paid for. Nearly money 
enough is raised to put a slate roof on the church. 
More money has been raised for church purposes in the 
community in the last three months than in years be- 
fore. There is a strong sentiment to repair the church 
inside in early spring. Although many of the members 
are young, and the people, generally, are not wealthy, 
yet they have a “mind to work.’’ Will the brethren 
still continue to pray for the us._M. W. BorTHwickK, 


Feb. 5th. 
PENNSYLVANIA. 


Bear Lake.—The Bear Lake Quarterly Conference will 
hold its second session, for the conference year 1884-1885, 
with the Pine Valley Christian Church Iebruary 27th, 
28th, and March Ist. All interested are invited.—J. W. 
WILSON, Pres’t; P. A. MIDDLETQN, Sec’y. 

- £lbinsville.—I have been engaged at this place for a 
week, and have been enjoying a good time. There have 
been seventeen forward for prayers and several conver- 
sions, and our meeting is still going on. I have had the 





assistance of Elder Plowman, the venerable missionary 
laborer, and the precious season we are enjoying reminds 
us of the grace we enjoyed when we commenced Chris- 
tian labor together forty-three years ago. Pray for us. 
—B. A. Coorer, Feb. 8th. 

Plum Grove.—The meeting closed at this place last Sat- 
urday evening, resulting in twelve conversions and one 
who was formerly a member of the Christians, making 
thirteen additions in all—twelve to the Christians and 
one to the United Brethren. I have commenced a meet- 
ing at Golden Gate, assisted by Bro. Kinney. We have 
large congregations and good attention, and we believe 
it will result’in good. Pray for us.—W. H. Fitcu, Feb. 
7th. 

Bear Lake.—We are glad to report the Waterford 
Christian Church ina flourishing condition. There is 
preaching every Sunday at 11 A.M. by the writer; cov- 
enant meeting the first Saturday of each month. This 
church, which has for some time done but little, is now 
enjoying a glorious season of refreshing from the pres- 
ence of the Lord, and is now what might be called a live, 
wide-awake church. Every one seems to have had a 
fresh baptism of the Holy Spirit, and new ones are com- 
ing over on the Lord’s side. Our specia' meetings, 
which have continued from the week of prayer, will 
soon close. We are glad to report upwards of a dozen 
who have resolved to walk in newness of life. Satur- 
day, February 7th, we gave the right hand of fellowship 
to nine influential and promising members, and there 
are more to follow. May the Lord’s blessing attend this 
people and this church...... On the evening of February 
5th the church and people of Oak Hill assembled at the 
church, and, after an enjoyable evening together, made 
the hearts of their pastor and family glad by showing 
their faith by works, and the result was nearly $35 in 
their pastor’s favor, for which they have our heart-felt 
thanks and prayers.—J. W. WILSON, Pastor. 

VIRGINIA. 

Carrsville.—-Rev. P. T. Klapp, of the North Carolina 
and Virginia Christian Conference, has recently moved 
to Youngsville and is much pleased with his new home. 
The Raleigh & Gaston Railroad runs through it, and he 
says “it is beautifully situated. There are in the 
place eight stores, two nice churches, one academy, and 
one temperance hall. No liquor is sold here—we have 
prohibition. I did not see a drunken man here during 
Christmas.”’ He was kindly received by all religious 
denominations, and especially his own, who gave him a 
number of presents, and other friends have visited him 
with loaded wagons containing many presents. He 
also says: ‘*Pope’s Chapel [one of his churches] has re- 
cently had placed in it one of Horace Water’s & Co.’s 
new chapel organs.’’......... Rev. H. H. Butler, of Berkley, 
has also been pounded by his Berea and Providence 
churches, assisted by the Bethesda Methodist Episcopal 
Church. He says: ‘We were most agreeably surprised 
when we reached home last Thursday—the children 
telling what had taken place and my wife taking from 
her pocket a long list of the names of the generous 
donors.”’.........Rev. M. L. Williams gives a very inter- 
esting account of a feast and Christmas-tree at the 
Damascus Church, Gates County, North Carolina. The 
church raised sixty dollars by the feast, and the Christ- 
mas-tree was a success. The two last-named brethren 
are members of the Eastern Virginia Christian Confer- 
ence, and allare “highly esteemed for their work’s sake.” 
—R. H. HOLLAND. 

WEST VIRGINIA, 

Hook’s Mills.—1 began a protracted meeting at a school- 
house two miles south of Hdinburg, Shenandoah County, 
Virginia, on Tuesday evening, January 20th, which con- 
tinued ten days. I think it was the most powerful dis- 
play of divine mercy I ever witnessed. The work spread 
from house to house. I visited and prayed with pen- 
itents during the day and preached every evening toa 
crowded house. On the Sabbath I preached on the doc- 
trine of the Christian Church. The people were more 
than pleased. One good brother from a distance, a mem- 
ber of the U. B. Church, came up and shook hands with 
me and said, ‘‘You have filled me full.”” Fourteen per- 
sons professed faith in Christ and united With the 
church. At my next appointment I expect to organize 
them into a local church. I must mention the most ex- 
cellent singing by the young people of this neighbor- 
hood, led by Bro. A. Keller, of the U. B. Church, and 
Bro. Ellis Sheets, of the German Reformed Church. All 
who loved the Master worked together for the salvation 
of sifiners. Oh, could it be always thus! And it could 
if it was not for the great curse of sectarianism. I had 
to close the meeting with considerable interest and a 
crowded house, in consequence of almost constant labor 
in protracted meetings since the fifth Sunday in Novem- 
ber. Pray for me. (Christian Sun please copy.)—JOHN 
H. BARNEY, Feb. 2d. 

IOWA. 

T hayer.—The new Ch) ‘stian Church three miles south 
of Thayer, Union County, will be dedicated February 22d. 
Ministers and brethren everywhere are invited.—S. 8. 
MorRROw. 
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OHIO. 

Pleasant Hill.—Elder Fenner commenced a meeting of 
days here last evening, I think with a favorable outlook. 
Will you join us in our hope that it may bea grand suc- 
cess?—J ACOB REIBER, Feb. 9th. 


Raymond.—I have just closed a meeting of days with 
the Christian Church at Watkin, Union County. The 
protherhood were very much strengthened and built up 
in the hope of the gospel. Our meeting closed with 
twenty-seven additions to the church.—C. A. WILLIAMs, 


Feb. 9th. 


Gomer.—Bro. B. Garner, as pastor of the Ottowa River 
Christian Church, has just closed a three weeks’ meeting, 
resulting in twenty-seven additions. The last week, 
almost each day and evening from two to four united. 
The last day and evening: four came out. The meeting 
closed, with a good interest. We had full houses every 
evening.—B. L. CLEVINGER. 


Troy.—The labors of Bro. C. J. Jones, at Troy, were 
continued eleven days with very great satisfaction and 
profit to the people. All were deeply interested in the 
message given; the church was greatly quickened, and 
the regenerating power of the Spirit was felt. Rev. Bro. 
Dill, of the Methodist Church, faithfully aided the work 
for five days and endeared himself to many hearts. Seven 
united with the church, five by letter and two on pro- 
fession. Seven united before the coming of Bro. Jones, 
and more will follow.—J. P. Watson, Feb. 14th. 


Franklin.—Our meeting at Franklin continues with 
increasing interest. Six more additions yesterday and 
last evening. Bro. Maple has returned to his home at 
Marion, Indiana, on account of his wife’s continued 
affliction, but the meeting will go on through a part or 
all of its fifth week. It has been a blessed work of grace, 
and the new members are valuable accessions. Others 
seem about ready to unite with us.—H. Y. Rusu, Feb. 
9th. 


Elizabeth.—The Christian Church at Elizabeth, Gallia 
County, is a neat and commodious edifice, built some 
years ago under the auspices of the writer. I closed a 
meeting on the 2d of February at this chapel, resulting 
in fifty-one accessions to the church and a number of 
backsliders reclaimed. Elder H. Grover and Elder W. 
Hardsook assisted us by preaching and singing to good 
acceptance. We think there is a bright future for Eliza- 
beth. Weecan say, ‘*Praise God, from whom all bless- 
ings flow.”’—H. WILLIs. 

Higginsport.—Bro. McCullough has closed a series of 
meetings at this place. There were no additions, buta 
good attendance and good attention. He presented the 
truth with plainness, and we hope the fruit of the good 
seed that was sown will be seen in time tocome. The 
church, which had been without preaching for the last 
year was much revived, and a deep interest was mani- 
fested during the entire meeting. The praise and social 
meetings were lull of the spirit of the blessed Master. 
Bro. McCullough is the “right man in the right place.” 
He is full of the Holy Spirit. Long may he live to labor 
in the vineyard of the Lord. We believe he is doing a 
good work, and he is well liked by all, and we hope he 
will be blessed by winning many souls to Christ. Pray 
for us.—D. S. GUTHRIE. 

Covington.—Sunday, February 8th, was our commun- 
ion service. There was an unusual attendance of the 
membership of the church, and the occasion was of great 
interest, as many of the young members communed for 
the first time, some twenty having recently been added 
‘o our number. Old members were encouraged and 
younger ones greatly strengthened. But we felt lonely 
in the absence of a few of the faithful old mothers. 
Sister Worley and Sister Minton, charter-members 
of the church, were absent in consequence of affliction 
and age; also, Mother Purviance and Mother Widner 
were prevented from attending by affliction. And then 
we so much missed our dear Sister Fahnestock, wife of 
Deacon William Fahnestock and daughter of Rev. Caleb 
Worley, deceased (who left us so suddenly last Septem- 
ber). She retired at night by the side of her husband 
and went to sleep, to wake no more onearth. The shock 
to the family and entire community was great, for she 
was much beloved by all who knew her. She was so 
affectionate, so kind, and so true! Bro. Fahnestock’s 
home has been lonely indeed since Aunt Belle has gone. 
Husband, son, and daughter have had the sympathy of 
the whole community. The daughter’s (Mary) life was 
all wrapped up in her mother’s, and her mother’s was 
hid with Christ in God. Her death was glorious and 
triumphant. Soon we shall all be gathered home.—W. 
T. WARBINTON, Feb. 8th. 

West Milton.—The evening of January 29th will long 
be remembered by our family as the occasion of asur- 


, Prise visit made to us by seventy-two friends of the con- 


gregation of the Christian Church of West Milton. ‘Lhe 
hrst signal was a great stamping upon the veranda, then 
the door was épened without knocking, and the crowd 
rushed in and took possession. They brought the pas- 
tor a patent study-chair with stool, and the pastor’s wife 


for.y-six pieces of Meakin’s best ware with gold band 
and leaf, besides many parcels of flour, groceries, canned 
fruit, ete...... Our protracted meeting of two weeks, in 
which we were assisted by Rev. C. J. Jones, resulted in. 
thirteen accessions to the church. It was followed By a 
union meeting of one week, in which all the churches 
and ministers of the village engaged, when thirteen 
more made the good confession. Since the meeting 
closed four more have been added to our band of work- 
ers, making a total increase of sixty-four in the last 
eleven months...... During the holidays the young peonle 
gave the cantata, ‘“‘Under the Palms,’ with a net profit 
of $35. Since then a subscription has been made, and 
now our Sunday-school possesses a new Estey organ 
worth $140. We as achurch are alive, and by the en- 
couragement of recent events and by the help of God 
we seem to be entering upon a course of continued peace 
and prosperity.—K. A. DVORE. 

INDIANA. 

Portland.—I have just closed a meeting of days at 
the Salimonia Christian Church, three miles south of 
Portland. There were twenty-six accessions. The 
church is active and spiritual, and the Sunday-school 
is interesting and well pleased with the literature re- 
ceived from the Christian Publishing House.—S. M. 
STONE, Feb. 12th. 

Elder John Newhouse has just closed a protracted 
meeting of some ten days with the Christian Church 
at Fall Creek, Henry County, which resulted in great 
good. The church was greatly revived, and thirty-one 
were added to its numbers, several of them being heads 
of families. The meetings throughout were well at- 
tended, and on several occasions the house would not 
hold the people, so anxious were they to hear the word 
of life. During the meeting we made Elder Newhouse 
a donation, which amounted to fifty dollars, as a slight 
token of our esteem for him as our pastor and as a min- 
ister of Christ.—OVERTON CUMMINS, Feb. 10th. 


Madison County.—Thus far, since leaving Merom, I 
have visited four churches in Madison County. At the 
Whetstone Chapel I found a meeting in progress under 
the direction of Bro. J. Comer; fouradditions there. At 
Olivet Church, an excellent meeting isin progress under 
the direction of Bro. J. Kob, with seven additions, among 
whom were Jacob Stanley and Samuel Hughes, two old 
and useful citizens. At Elm Grove an Brinnick’s 
Chapel we also had good meetings and enjoyable times. 
I have preached sixteen sermons in fourteen days, and 
feel strengthened spiritually and physically. I trust 
that good has been accomplished by the grace of God, 
although I have not done all I hoped to do for U. C. Col- 
lege.—A LBERT GODLEY. 

A protracted meeting at Hueley’s Corners was com- 
menced on Saturday before the fourth Sabbath in Jan- 
uarv, conducted by Bro. Conrey, assisted by Bro. Tree- 
ster, both licentiate ministers of the Eel River Confer- 
ence. Bro. Conrey has charge of the church, who found 
itin alow condition. The meeting continued twelve 
days. Asaresult, the church was much revived and 
twelve united, with the promise of several others at the 
next meeting. These brethren are both energetic young 
ministers, and if faithful, will be useful in the cause of 
Christ. The church is worshiping in a school-house now, 
but will probably make an effort to build a chapel next 
summer...... In connection with Bro. Conrey, Lcommenc- 
ed my protracted meeting at Millwood, in Kosciusko 
County, it being one of the churches of my charge. We 
expect to continue over two Sabbaths......... I would just 
state to the many friends who are inquiring after the 
health of my wife, that she is improving, and is able to 
sit up.—_GEORGE ABBOTT. 

Merom.—Our meetings closed one week ago. About 
forty young people in all expressed a desire to become 
Christians. Most of these haye received the evidence 
of divine acceptance and are now earnest workers in the 
meetings. The Young Men’s Christian Association 
meets each Tuesday evening in No. 20, and the Young 
Women’s Christian Association meets in No. 15 at the 
same time. The Young People’s Prayer-meeting is held 
Friday evening, and a general prayer-meeting is held at 
the college building each Sunday evening. All these 
meetings of late have been largely attended. We be- 
lieve much lasting good has been accomplished......... We 
received a letter, recently, from Sister M. A. Sprague, of 
Vermontville, Michigan. Sister Sprague was formerly 
the wife of Elder Elijah Stoddard, who was, before his 
untimely death, a most earnest laborer and a successful 
revivalist. He was killed while cutting down timber in 
the woods. Sister Sprague is now near her end, as she 
states, from a cancer in her bowels. She has not seen a 
Christian minister in many years. She would be glad to 
have any of our ministers call and see her.—E. MunGE, 
Feb. 6th. 

U. C. College.—Last Monday we spent within the walls 
of U. C. College, and we are glad to report to the trustees 
that everything, as far as we could investigate and learn, 
was decidedly encouraging and flattering. Our first call 
was at the president’s room, where we found President 


E. Mudge engaged with a class in mental philosophy. 
The more we see and learn of President Mudge, the 
more we are impressed with the man. Intellectually, 
he is an immense mine of mental strength, having a 
large reserve force. He is one of our deepest reasoners, 
having a fund of ready words, and expressing himself 
in appropriate language, using just the right word to 
convey the thought...... Next we called on Prof..Wood- 
worth, in No. 11, who was instructing the advanced 
Latin class. Among his students we noticed a colored 
man from Memphis, Tennessee....... Then we went to 
Prof. McHenry’s room, where the class in astronomy 
was at work. As we went in, the Professor had just got 
back from the planet Mercury. He had twenty-three 
students in the class—some with their eyes sparkling 
like stars, others open as a full moon, and all revolving, 
in their respective orbits, around Prof. McHenry, the 
center of their “system.” However, the “orbit” of Prof. 
McHenry is not as large as the sun of our solar system, 
but from him shone forth to the class an immense 
amount of light...... Then we went on an excursion up- 
stairs to the drawing-room, where Mrs. Prof. McHenry 
was teaching aclass in crayon, water colors, and oil. It 
was so fascinating that we felt like sitting down to have 
our picture painted. Mrs. McHenry is a born artist...... 
Other duties called us away and we did not see the other 
professors and their classes...... There are 109 students 
enrolled this term; and when we consider the severe 
panic and scarcity of money, U. C. College, president, 
and friends have much to be thankful for.—JoHNn T. 


PHILLIPS. 
MICHIGAN. 


Marshall.—On Sunday afternoon, February 8th, the 
writer conducted the services at the funeral of Mrs. 
Maria V., wife of Lewis Townsend, Esq., at the family 
residence, four miles north-east of this city. The very 
large congregation in attendance evinced deep and wide- 
spread respect for her memory. She was sick only two 
days. Her disease was pneumonia. Her age was sixty- 
four. She died in hope......[ learn that some very able 
pastors in New York and the New England States ex- 
nect to leave their pastorates this spring. I wish some 
of our churches in Michigan would hold out induce- 
ments strong enough to draw two or three of them this 
way....-. Extensive revivals arein progress in Jackson, 
Battle Creek, Kalamazoo, and other parts of Michigan. 
There is a fair degree of religious interest in the Chris- 
tian Church, but as yet no extensive revival in Marshall. 
—D. E. MILLARD, Feb. 11th. 

ILLINOIS. 

Bellair.—On January 13th Bros. Tohill and Broadstone, 
United Brethren ministers, came to our church to hold 
a series of revival meetings, as the United Brethren have 
asmall class there. They invited us to work with them 
for the good of souls. Bro. Plunket, our pastor, having 
been called to another field of labor, we procured the as- 
sistance of Bro. Tracy part of the time. The meeting 
continued eleven days and evenings. Although the re- 
sults were not what we desired, we believe good was ac- 
complished. We were made to exclaim, “Behold how 
good and how pleasant it is for brethren to dwell to- 
gether in unity!’’ Six were added to the church—three 
to the Christian Church.—B. A. MILLER, Feb. 10th. 

KANSAS. 

Parsons.—Please pardon me for not writing for the 
last three months. Iam engaged in missionary work again 
this year for the Southeastern Kansas Christian Confer- 
ence. I have had some good meetings. It has been the 
worst winter weather I ever experienced in Kansas. My 
labors have all been in the country, and it has been im- 
possible for the people to get out. I could have organ- 
ized at least thtee churches during the last three months, 
but I am required by the conference board to be very 
cautious, not to organize a church unless it is likely to be- 
come self-sustaining. I have just closed a meeting at the 

White Hall Church of sixteen days, but the weather 
was so bad we did not accomplish much present good 
that we could see. One evening nine arose for prayers. 

Fifteen or sixteen requested prayers, three or four were 
converted, and one accession to the church.. .As our con- 
ference embraces four tiers of countieson the eastern side 
of the state, I should be glad to have those who know of 
localities desiring an effort made for an organization to 
write to me at once and I will see what can be done. 
The churches in the conference, as far as I know, seem to 
be in good shape...In December I wasin the neighborhood 
of Bro. S. Stewart’s, in Greenwood County, and preached 
five sermons at the place where Elder Cameron requested 
me to meet him last August. Elder Cameron preached 
in that locality nearly one year. Bro. Bartlett made 
one trip to this place......... Our conference has awaken- 
ed to the necessity of the support of the minis- 
try. There are none of our churches that are paying 
less than one hundred dollars for monthly preaching— 
the most of them pay one hundred and fifty dollars....... 
From what I can learn the brethren lave made a 
wise choice in locating the Lincoln School where they 
have. I will here say that the school at Lincoln Center, 


with its faculty, have my earnest sympathy—J. §. Mas- 
TERS, January 31st, 
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TEMPERANCE AMONG ROMAN CATHOLICS. 

I think the following article, cut from the Mail and 
Express, of New York, may prove of much interest to 
all temperance workers and advocates. Protestants 
may yet find that their Catholic fellow-citizens are out- 
stripping them in the good work of fighting the most 
frightful crime of this and past centuries. There need 
be no antagonism. ‘Rescue the perishing’” should be 
the watchword. 

In the days of the Washingtonians, thirty or forty 
years ago, spirited temperance meetings were held all 
over the land, good singing, interesting speaking, and 
wide-awake interest drew large numbers to the halls 
and lyceums. Many victims of intemperance were res- 
cued. Let temperance revival meetings be resumed, 
and let Catholic and Protestant vie with each other to 
work in brotherly accord in saving the unfortunates. 

J. E. Brusu. 


The Paulist fathers, whose new church building was 
consecrated the other day, are not long in showing at 
least one of the practical uses to which their great 
building is to be put. It was filled last evening with 
an audience that listened forthree hours to temperance 
speeches from some of the leading prelates and clergy 
ot the Roman Church. There were present three 
bishops, a large number of priests, representatives of 
thirty-three local Roman Catholic temperance societies, 
and a congregation that filled all the standing-room of 
the immense building. Bishop Keane, of Richmond 
Bishop Spalding, of Illinois, and Bishop Ireland, of 
Minnesota, the “Father Mathew of the Northwest,” 
were the principal speakers. 

The bishops dealt, not in glittering generalities, but 
in plain and practical speech. They acknowledged and 
deplored the fact that so many rumsellers are Roman 
Catholics, and they urged private, social, and politica! 
action to put down the power of the liquor trade. 
Bishop Ireland, after asserting that the excise laws are 
not enforced, continued: 

“Americans must rise in their majesty and say that 
these things shall not be. The men who traffic in 
liquor have gone further. They have sought to take 
possession of our municipal councils, our state legis- 
latures, and evea of Congress. Take the vilest of the 
dens, and and you can count the number of votes tha'- 
it controls. The liquor traffic is so potent that it puts its 
men in office and keepsthem there. The saloon-keeper 
gets the power and makes the laws. Oh, the shame of 
America that the blessing of freedom should be thus 
abused; that the enemies of the people should be 
placed in power! 

“The saloon-keepers must not be permitted to open 
up their saloons a few hours on Sunday. The law says 
they shall be closed all day. To have them open a few 
hours would be the entering wedge to have them open 
all day. They are not to be trusted to make this trial. 
When they say they will sell only beer, we know they 
will sell all. We can not compromise with evil.” 

These are words of truth and soberness. They dis- 
pose effectually of the compromise policy that would 
allow the sale of beer on Sunday, and lay down the 
only safe principle to be followed in enforcing the law 
The way to enforce it is to enforce. Half-way meas- 
ures are really worse than none at all. This is a fight. 
and not a commercial treaty. The Roman Catholic 
Church, by the official declarations of the Plenary 
Council, by the action of the Pope, by the expressions 
of its leading bishops and clergy, is now, as an ecclesi- 
astical organization, pledged to enlist for the war. I1 
will be’ an up-hill fight, and will test the resources. 
even of the strongest ecclesiastical body in the United 
States—strongest both in its system of organization and 
in its hold on itsadherents. Every friend of temperance 
will wish it success. 

Members of Protestant churches are scarcely ready 
to acknowledge that the Roman Church takes the 
leading p'ace in temperance work, but unless Protest- 
ant churches, as churchesp take up the temperance 
question in a systematic way, and agitate it by means of 
chureh societies and by measures sanctioned and di- 
rected by the church, they must admit that the Roman- 
ists are doing more than they. 

— 


Think of the day, the humbling, affecting, over 
whelming day, when the cup of cold water will reap- 
pear as an ingredient in the everlasting glory.— James 
Hamilton, D. D. 


HERALD OF GOSPEL LIBERTY. 


Where is its equal for Christian freedom in these 
days of religious bondage? Read in HERALD of Jan- 
uary 8th, page 8,in “No Royal Road:”’ “The most 
abominable of all religious teachings of this age is that 
which leads the sinner to believe he is living a sort of 
debt and’ credit life;’”’ and Jesus—. e., by God's death 
and righteousness—transferred to the sinner’s credit of 
his abundant righteousness. ‘The vicarious atone- 
ment as taught in the Protestant creeds involves pre- 
cisely the same principle.” 

Harris, the evangelist, tells the people that “Christ’s 
death paid for and canceled their sins eighteen hundred 
years ago.” So all past, present, and future sins are par- 
doned by the blood of Jesus, and all the sinner has to 
do is to believe that fact. Whata license to unchecked 
crime! No danger ahead; only elude the sheriff, peni- 
tentiary, and gallows, and all will be universally saved. 

Read in the Question-drawer: ‘All real goodness 
‘ have their source and fountain in reverence 
for God,” and that the moral man is not worse than 
thieves and murderers. 

Read, on page 25, “The Roman Council at Balti- 
more.” The rapid and permanent growth of Roman 
ism, swallowing the sect churches, the second beast, 
with the head of a lamb but voice of a dragon, giving 
its power and authority to the first beast, Romanism. 
whose deadly wound in the Crimean war is being healed 
in America. 

So longas church canons and creeds or dogmatic the 
ology are made the testo church fellowship, instead 
of a Christ-like spirit and life, just so long will th. 
Roman Church, urged on by the example vt Protestant 
sect churches, grow and strengthen until they will be 
able to elect Catholics to all the offices in America, aud 
then the war of Armageddon will commence and riv- 
2rs of blood will flow, and Romanism and sectism bi 
lestroyed. 


Do Protestant sects prefer this way, rather than now 
to destroy their creeds and men-made disciplines, and 
make a union now of “the church” (of all Christians 
united) on a Christ-like spirit the only test of fellow- 
ship, the Bible the only creed-book, every person his 
own pope? A union of Christians—not union-«f 
churches; union of hearts—not union of creeds; uniov 
of hands—not union of heads; fellowship of Christian: 
—not fellowship for his errors. ~ . 

Read, on the page 23, “Prohibition and Christians.” 
The article is very good. We must elect Christian 
men to office, but we dare not as yet make that a ruk 
while sect churches are in the majority, lest the strong 
est sect elects its members to the offices and incorpo 
rates its religion into the constitution of the United 
States, and brings in religious inquisition. Let church 
and state be united, and all our boasted religious free 
dom would be gone. 

Religious freedom would give popes, bishops, an! 
preachers power to terrorize over Christians, unless w« 
are protected by law from popes and preachers in our 
Christian liberty of conscience. The Protestant sect 
churches oppose any curtailing of oppression, the same 
as did the southern states any encroachment on slavery, 
although they confessed it wrong, yet held on to it until 
desolating war wrested it out of their hands. So will 
the. sect churches continue their Romishness until 
their Romishness plunges us into a sea ot blood. They 
prefer destruction to duty. What mad selfishness and 


‘stubbornness! 


Yet many Christian ministers amd churches avoid or 
know not how to make these things plain in kindness 
to all; and they accept the name ‘“New-light Church,” 
and speak and preach of “our doctrines’ instead o! 
our principles. Others say we should not say a word 
in opposition to the sect and creed system, and they 
think we are one of the many churches of the land, 
and have only to skulk in odd corners and build up 
our church out of the non-converted—no proselyting. 
Christ was ever reproving the Jewish Church, show- 
ing Israel her transgressions and the house of Jacob 
its sins. If the Christians have a work to do for 
which they havea right to exist, it is to show that a 
union of all Christians on Christianity, instead of on 
any religion, will save the nation from ruin, while 
union on any creed involves contention and division. 
“The impending crisis” is upon us. 

The Christian Publishing House may do great 
good now if out of debt. Let all unite to kill the 
debt, that is killing the greater neefulness it may be to 


the world, Let no selfish interest to start another pa- 
per arise to divide our united efforts to convert the 
world from religions to Christianity. We have enough 
religion to sink us, and, I fear, not enough Christianity 
to save us. Arise, break every yoke, and let the op- 
pressed go free. Show by example how to join love 
and worship with and in all churches, speaking plainly 
yet kindly of these things, yet never put our necks un- 
der their creed yoke, by the mark of the beast in our 
foreheads (theology) or in our hands (of fellowship) or 
outward acts. Thus Professor W. A. Bell, of Indian- 
apolis, has done until the church with which he wor- 
shiped has revised its constitution, putting him on the 
committee and suffering him to insert, “It is distinctly 
understood that a Christian character shall be the only 
test of fellowship in this church; also, the Bible shall 
he the only creed book, with each member at liberty to 
understand and obey its teachings, as they shall give 
account to God for themselves.”’ Thus the yoke of 
creed power is broken off that charch, and Bro. Bell 
and mapy others have and are joining in union, to the 
great benefit and joy of all. Go thou and do likewise. 
Such a work all over the world may save the terrible 
bloodshed and ruin that threatens us now. 
A. R. Heara. 


ee 
OKTHOLOX 


Signifies correct doctrines. The word is compounded 
of orthos, which in English is rendered right, and dozxa, 
rendered opinion. Hence, orthodox denotes sound or 
true opinions of faith. Sound, or unquestionably true 
faith, can only be known by comparing it with the 
word of God, in tlte tight of the most important form 
of understanding. An individual may honestly err in 
interpreting the Scriptures. Sects may be influenced 
by love of party. In a multitude of counsel there is 
wisdom. Therefore, the most impartial interpretations 
»r doctrines may be supposed to be those in which all 
iges, sects, and schools agree; such as the supreme 
eminence of the Bible; the infinite supremacy of God; 
‘he heavenly nature and unlimited Lordship of the 
Son of God, and such views of the spirit, conversion, 
holiness and heaven as are commonly understood to be 
taught in the Bible, and as generally believed by Chris- 
tians universally. Such principles are othodox and evan- 
zelical, while as a general thing all the peculiarly sec- 
tarian doctrines, such as we do not find plainly stated 
in the Bible, nor belonging at first to apostolis Chris- 
tians, nor generally received by all Christians, but only 
by certain sects, may be considered cranky doctrines, 
and the opposite of orthodox. If this interpretation 
b: true, and I think that it is, then the Christians are 
eminently orthodox, as they hold to no doctrine but 
such as is evidently taught in the Bible, and approved 
by the general Christian world, while we as generally 
deny the cranky or peculiar sectional doctrines upon 
which the Christian world is divided, and which are of 
human origin, of heretical tendency, were unknown to 
the Scriptures, and to the apostolical church as well. 
N. SUMMERBELL. 
ee  ——— 


A GREAT PEOPLE AROUSEDTO 1HEIR NEW 
DANGERS. 


It is remarkable how rapidly the decent public opin- 
ion of this country has developed itself in regard to 
the dynamite deviltry, during the past week. From 
Maine to California and trom the Lakes to the Gulf, 
all the reputable journals of the land have expressed 
but one sentiment as to dynamite as a factor in politics 
—and that sentiment one of utter, unqualified, and 
everlasting hostility to all the instigators, abettors, and 
principals in a style ot political agitation so diabolic, 
cowardly, barbarous and inhuman. 

The rapidity with which, in Congress and in several 
of the state legislatures, bills for the regulation of 
the manufacture, storage and sale of dynamite and 
other like explosives, have responded to an aroused and 


practically unanimous public sentiment, shows how 
readily the American people adjust themselves to new 
conditions, meet new perils, and provide against new 
crimes. It is only necessary that the legislation whic 
has been the offspring of zeal, shall be shaped by the 
coolness of wisdom and made practical, efficient, aud 
entorcible, and the people of this country will have a 
legal machinery wherewith better to prevent or to 
punish dynamite outrages and conspiracies than the 
most absolute government in Europe—so much more 
efficient is the legislation of an intelligent people, born 
in freedom and inheriting a fitness for free institutions, 
for sudden emergencies, in which civilization itself is 
put in danger.—- Moi! and Hapress. 
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worthy and active associate the prompt and meek PRESENT CONDITION OF THE EDITOR. 
support of the brotherhood. 

The policy of the House will not be changed, but 
energetically carried forward by these brethren. Let 
their efforts in the House be seconded by a concert of 
action among the field-workers. 

8S. S. Newnouss, Pres’t Ex. Board. 


It gives us pleasure to state that Bro. Coan, whose 

serious illness we were pained to record last week, is now 
very much improved, with increasingly favorable symp- 
toms. Hismindisclear, his voice strong, his skin moist, 
and the weakened side gives some evidence of returning 
activity. 
_ He takes a cheerful and hopeful view of the situation, 
and feels confident that the interests so dear to his heart 
will not suffer until, in the providence of God, he may 
be able to take up his work. Let continual praise and 
thanksgiving from all Christian hearts go up to the 
heavenly Father for the hopeful condition in which, 
under the adverse circumstances, our dear. brother 
finds himself, while we heartily pray for his entire 
restoration to health. Cc. M. W. 


Herald off Hogyel Hiberty. 


A. W. COAN, ~ - Editor and Publishing Agent. 
Cc. M. WINCHESTER, - ~ Associate. 












































HERALD 0: EL LIBERTY is published every Thurs- 
aay, ‘at the Christian Pr Publishing House, Dayton, Ohio, at $2.00 

ear, in advance. Subscriptions for a shorter time will be 
yees ved at the same rates. 

Small sums may be sent by letter; sums of $5.00 or more 
should be registered or sent in post-office order or draft, pay- 
able te A. W. CoANn. 

Important matter will always be found in the Publisher’s 
Department. 





—‘Always in his place in the Sunday-school and 
church pew,” is a very good addition to an obituary. 

—A common question that is often asked with much 
seriousness is, ‘Where will you spend eternity?’ One 
equally or more important is, ‘‘Where and how are you 
spending time?” 

—Bro. C. W. Garoutte, assisted by Rev. KE. A. De- 
Vore, commenced a second protracted effort at Sugar 
Creek, Ohio, Tuesday evening, the 17th inst., to con- 
tinue over the Sabbath. 


—Rev, J. H. Garr, of South Berlin, New York, 
wishes to correspond with a church desiring a pastor. 
Any church obtaining his services will have a strong 
temperance worker, which in these days is extremely 
desirable. 


—We desire to have the HERALD reach at least ten 
thousand subscribers during 1885. We invoke the aid 
of the ministry far and wide in this laudable effort. 
With the help of our pastors, who are all authorized 
agents, we feel sure it can be accomplished. 


—Liberality of pocket-book or purse is a grace that 
Christians ought to covet, for liberality of sentiment 
without the first fruits is sure evidence of a tree dead 
or dying at the roots. Some persons give to live; a 
better way is to live to give. 


DAYTON, OHIO, FEBRUARY 19, 1885. 


“In Him is life, and the life is the light of men.” | 








All Pastors are authorized agents for the Herald. Terms: 
$2.00 per year, post-paid, cash in advance. 





DEATH OF REV. JOHN G. WILSON. 

The above words will fall sadly on many ears and 
bring tender emotions to many hearts. 

We do not propose to write his obituary; other and 
abler pens will do that. We do not even know at this 
writing the date of his departure. Our purpose is 
rather to pay a loving tribute to a good man’s memory. 
Our personal acquaintance with Bro. Wilson extends 
over the limited space of some six or seven years, but 
our first meeting with him was sufficient to give us an 
estimate of the man which time has only served to em- 
phasize. His was a gentle, loving disposition; he was 
all heart. 

Although not connected with us in church relations 
asa people, he yet felt an attachment to our people 
and work, which he manifested in a practical and gen- 
erous way. 

We extend to the widow and other relatives our 
heart-felt sympathy in their time of sorrow. May the 
comforting voice of Him who brought Lazarus from 
the grave speak to these mourning friends, and to all 
of us, the cheering words, “Thy brother shall rise 
again.” Cc. WwW 





f= Look at your labels. They will tell you when your 
time expires. If the label is marked any earlier date than 
Feb., 1885, the time is already expired. If it is marked 
Feb., 1885, it expires this month. In either case, please 
RENEW AT ONCE. Our terms require pay in advance. 





BONDS. 

Some time since a certain proposition was made 
through the columns of the HERALD, to sell a limited 
number of authorized bonds of the Publishing House. 
Of the amount offered seventeen hundred dollars have 
been taken up tothe present time. The offer is still 
open, and will be for a limited period. The safety of 
the investment I desire to emphasize. We hope that 
those who anticipate purchasing these bonds will notify 
the present editor and publisher, Rev. C. J. Jones, at 
an early day. A. W. Coan. 


—Some of our friends do not seem to have learned 
that Bro. C. W. Garoutte has resigned his office of 
agent of the Publishing House. We mention the sub- 
ject because Bro. Garoutte is away from home fre- 
quently, and business letters sent to him may not reach 
us in several days after arriving in Dayton. This was 
the case with several letters last week that came di- 
rected to him during a week’s absence. 


—QOur many kind friends have full liberty to charge 
all editorial short-comings in this and last week’s HER- 
ALD to the account of the associate, who now, having 
done what he could in time of need, surrenders his 
chair to Bro. Jones, whose broad shoulders during the 
vacation of the editor-in-chief are amply sufficient to 
bear the burdens of a somewhat exacting and trying 
position. 

—The SunpAy ScHoo. HERALD and GLAD TipINGs 
for March will be enriched with several original illus- 
trated sketches prepared expressly for us by some of 
our own people. Already our Sunday-school period- 
icals compare favorably with any now published. We 
desire to have them excel. Will not those persons 
who have the tact and ability to write for the dear chil- 
dren give us their aid in our endeavor? 





A FEW WORDS TO OUR READERS. 

Glad to say to my brethren that, though greatly 
afflicted, I am not at all discouraged. I find my facul- 
ties clear and vigorous; and although my body is badly 
stricken, my mind appears—to me, at least—to be un- 
impaired. 

The executive board of the trustees have very wisely 
selected Rev. C. J. Jones to fill my place for the time 
being. He will doubtless receive much sympathy and 
assistance from other brethren, and do all that can be 
done to make the paper what it should be. 

I especially commend to the sympathy and confidence 
of the brotherhood Bro. C. M. Winchester, whose ear- 
nest heart and willing hand will always be found filling 
well the place of duty assigned to him. 

While my entire right side is involved in paralysis, 
my power of speech is in no way interrupted; and 
though my right hand has forgot its cunning, my 
tongue does not cleave to the roof of my mouth. 

I was just beginning to see what seemed to me a glo- 
rious triumph for the blessed principles of the gospel 
as presented by the Christian Church, and I have no 
expectation at all that these principles will be even 
hindered by whatever may befall me personally. 

I can not be too grateful for the expressions of inter- 
est and sympathy that have been showered all about 
me since I was stricken. Hoping some day to be able 
to join in the battle in behalf of truth and right, I 
must for the time being retire. A. W. C. 








MISTAKEN ZEAL. 

That Christianity has suffered greatly at the hands of 
its open and avowed enemies will not be denied by any 
one. But that this has been the only source of its em- 
barrassment is by no means true. That it has been its 
chief obstacle to progress is indeed questionable. Ev- 
idence is not wanting that such enmity has often been 
turned to “the furtherance of the gospel.”” As Jesus 
seems most divine when we view him upon the cross, 
so does his religion exhibit its divinity most when the 
“powers of darkness” seem to prevail against it. 

The wrath of man has indeed been turned to the 
praise of God in many signal instances of malicious 
persecution of the righteous and their cause. But 
Christianity has suffered much from the mistaken zeal 
of its friends, its advocates and confessors. In the at- 
tempt to render it most valuable service they have 
embarassed its mission and retarded its progress by 
weighting it down with human elements, until it is 
little seen and appreciated in its own native simplicity 
and sublimity. 

As it is seen in the New Testament, in the words of 
Jesus and the evangelists, without note or comment of 
man, it is clad in a beautiful and marvelous simplicity 
of thought, at once reasonable and intelligible to the 
mind and winning to the heart; but as it is beheld in 
the intricate and complex systems of theology, creeds, 
and confessions of men, it is utterly unlike itself—at 
war with reason and uninviting to the soul. And ‘this 
is the Christianity with which infidelity and unbelief 
are at war. Not the Christianity of the New Testa- 
ment, of Jesus and the inspired evangelists, but the 
Christianity of uninspired men. The formulated sys- 
tems of belief which are at war with each other and 
with the simple teachings of Jesus, and which have 
divided and distracted the body of believers, have evok- 
ed the unfavorable criticism of intellectual, but 
impious, men. These critics pass their judgments 
upon Christianity as they read it in the oracles and 
canons of the sects of christendom, as they find it in 
the clashing systems of belief of a score or more of 
parties, all claiming allegiance to Jesus and his truth. 
And, what is even more unfortunate for Christianity, 
these impious critics, who seek not the truth, but en- 
mity to it, seem2determined;that the church shall never 


—It has been many years since revivals of religior 
were so widespread as at the present time. Our ex- 
changes are laden with the fragrance of the heavenly 
tidings of new found joy in Him who is “the rose of 
Sharon, and the lily of the valley,” and “the bright and 
morning-star.’”’ May the good work go on, until the 
kingdoms of this world become the kingdoms of our 
Lord and his Son, Jesus Christ. 


—The importance of the publishing house of any 
body of Christians can hardly be over-estimated. 
Other agencies are useful and essential to the spread 
of truth, but not one of them is so fundamental to 
existence and growth as the one mentioned. This 
being true in a general sense, it is especially so to us as 
a people. Our Publishing House is the fountain from 
which flow streams of intelligence and comfort to our 
widely-scattered family. It isa medium of communi- 
cation far-reaching and all-important. We wish to 
emphasize this fact at the present time, when the 
House is enjoying a measure of prosperity highly 
cheering, that all interested may lend a helping hand 
now, and lift the long-borne incubus of debt resting 
upon it. 

—Have you heeded the call to go into thé vineyard 
for work? Remember the reward is sure. His prom- 
ises never fail. 

“ Who is willing, whois ready, 
Who will go and work to-day? 
See the golden harvest waiting; 
Who will bear the sheaves away ?”’ 





ACTION OF THE EXECUTIVE BOARD. 

At a meeting of the executive board of the trustees 
of the Publishing Association, held in the editor’s 
room of the Publishing House, Dayton, Ohio, Wednes- 
day, February 11th, Rev. C. J. Jones was unanimously 
chosen to fill the place of our disabled editor and agent 
until such time as he may be able to resume his labors. 
It is due Bro. Jones to say that he accepts this position 
only at the earnest solicitation of the board, and out of 
regard for the expressed wishes of Bro. Coan. 

Bro. Jones needs no introduction to the Huratp 
readers. Few if any of our brethren are better and 
none more favorably known, east and west. None are 
more keenly alive to the vital interests of the church; 
none more clearly discern her mission; none are more 
unselfishly and zealously devoted to the successful ac- 
complishment of her various enterprises. 

We bespeak for the labors of Bro. Jones and his 
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pass from under the shadow of its history. They are 
influenced more by this history of the past than by 
the present aspect of her truer and better form of ex- 
istence among men, or her abstract character, as mir- 
rored in the New Testament. They do not rise above 
the feeling that the church of to-day is any whit better 
than the church of centuries ago. They associate the 
thought of the church with the guillotine, and stake, 
and the spirit of despotism, not recognizing the fact 
that Christianity alone has redeemed the present from 
these inhuman agencies and this unchristian spirit of 
the past. Thus it is that the friends of Christianity, 
by their zeal without knowledge, and in the prevailing 
spirit of the times, rather than by the spirit of Christ 
in them, have forged the weapons of warfare for their 
foes and the enemies of their religion. 

In justice and right the church of to-day should 
stand forth in its own character free from the past, 
just as the idea of liberty in America is independent of 
the conceptions of liberty in the minds of the beheaders 
of the French patriots. 

The dark shadow of history may as justly be held 
over the republicanism of America, associating it with 
communism and political despotism, as to interpret the 
church of this age by the history of the past when 
clouded with human ignorance and wickedness. The 
new and living present must not be held responsible 
for the errors of the old and dead past. 

The aphorism that “history repeats itself”’ is not true 
of the higher forms of truth. It is not true of Chris- 
tlanity. Never in the history of the church has there 
been brighter omens of' a return from the dogmas of 
men to the simple, unchallenged words of the great 


Teacher than at the present moment. 
8. S. N. 
—————— 
ELIZA M’ DOWNEY. 7 





I have this moment—10 o'clock A. m., February 13th 
—returned from the death-room of Mother Eliza Mc- 
Downey, where I witnessed her last moments on earth, 
less than one hourago. After a brief but violent sick- 
ness of some thirty-six hours, from congestion of the 
stomach and bowels, this eminent Christian mother 
peacefully sleeps in Jesus. On earth seventy-four 
years and nine days, she has gone home. Her last 
moments were unconscious, but without a struggle. 

Her house was the home of ministers, and this no- 
tice will kindle touching memories of hospitality and 
kindness in the minds of all the former pastors of the 
Jamestown Christian Church, and many others, re- 
ceived at her hand. Her place in the church and her 
religious duties were never neglected. Though aged 
and somewhat infirm, she was active and industrious 
to the last. 

Her last Sunday on earth was spent as usual—teach- 
ing her class in the Sunday-school, and in her pew 
through the hour of worship; yet singularly with the 
impression that it would be her last. Her remark to 
many was, “I’m so tired.””’ The prayer-meeting was a 
delightful resort to her, and her voice was always heard 
in exhortation, praise, and worship. 

The church here will mournfully sustain the loss of 
one who was helpful and motherly to all. Thank God 
that she lived on earth. Thank God that she rests 
from her labors. Her works will follow her. The 
memory of her name will be fadéless. 





QUESTION DRAWER. 





‘“‘When a person dies can we truthfully say, as about 
nine tenths of the ministers do while preaching funeral 
sermons or writing obituaries, that ‘it has pleased our 
kind heavenly Father to remove from our midst Father 
A, Bro. B, or Sister C, or perhaps your darling babe?’ Is 
this according to the teaching of the Book of inspira- 
tion? If it is, I have been reading and teaching wrong. 
My understanding is that it is the adversary that has 
been the cause of every death from Cain down t: the 


present. Who is right according to your understand- 
ing? W. N. DEcK.” 


Our heavenly Father is often charged with being the 
author of death and evil, but that is not his character. 
He has indeed made laws for our good, which, when 
violated, work for our harm and misery, amd when sin 
or transgression of his law is finished it brings forth 
death. We read that the last enemy that shall be de- 
stroyed is death; and at the greater part of the funer- 
als the text, “An enemy hath done this,” would appear 


most appropriate when coupled with the sad scenes we 
are called to witness on such occasions. 


‘Will you please tell me through the HERALD what we 
are to understand in verse 55 of the 15th chapter of I. 
Corinthians? We read that the last trumpet shallsound 
and the dead shall be raised incorruptible. Please in- 
form me when that trump is to sound, and who are the 
dead that are to be raised incorruptible. 

“J. H. CREGER.” 

It seems evident that the word trumpet is a symbol 
of the closing scenes previous to or at the resurrection. 
The time seems to have been nigh at hand some eight- 
een hundred years ago, but since the day and hour 
knoweth no man, let us all watch. The righteous 
dead are the only ones who have any promise of a part 
in the first resurrection. 





“Viewed by the light of our newly-born hope, some 
things seem strangely out of place. We need more light 
as well as grace. Please Heliotrope, this remote corner 
of the moral vineyard. Our district population is hy- 
brid, composed of Seven-day Adventists, Church of 
God, C. Baptists, Methodists, orthodox, and last but not 
least, Christians—each duly impressed with the idea that 
their peculiar creed is salutary, all others abortive. 

“1, Did the Creator design such a Babel of opinions rel- 
ative to his testamentary promises? 

“2. Is there one particular creed or doctrine unques- 
tionably correct, and all others mischievous? 

“3, Was the Sabbath changed by divine authority, or 
to suit the whims of men? If the change was made by 
man, from whence came the authority, and what was 
the object? R. W. CRAWFORD.” 


1. The Creator designed that there should be liberty 
of thought and-expression, but harmony of life and 
action. Men have sought out many inventions, but the 
invention of sects and creeds has been evil, and only 
evil, and that continually, until men of heart and life, 
under the brightness of a true life, are chafing under 
the sect system, and the day of freedom is at hand. 

2. There is truth and error in all creeds. Jesus gave 
the only bond of union when he declared that duty, 
consisted in loving God and our neighbor. 

3. “The Sabbath was made for man.” It is not 
likely that God’s law requires people in China and 
America to keep the same portion of time for the Sab- 
bath. It seems that at the resurrection of Jesus the 
Christians began to keep, or set apart, the whole ora 
portion of that day for purposes of worship. In after 
years the Catholic Church issued an edict setting apart 
or approving the keeping of the first day of the week 
instead of the seventh. The spirit is life, but the let- 
ter killeth. Let us, after six days of work, rest and 
worship, and God will approve. At least, so we be- 
lieve. 

“The following is clipped from the Portland (Maine) 
Transcript. I want to hear the conclusion of the whole 
matter, for Ido not desire to champion an unrighteous 
cause. “ Tr. S. W. 

“¢EpITOR PORTLAND TRANSCRIPT—Dear Sir,—I read in 
your issue of January 7th a note from Mrs. G.C. Fur- 
bish, with editorial comments, stating that the Boston 
Recorder was the first religious newspaper published in 
New England, and that the date of its first number was 
1816. Allow me to state that Elias Smith published 
the HERALD oF GosPEL LIBERTY in New Hampshire in 
1808, and that careful research warrants us in saying 
that this was the first religious newspaper published in 
this country. Of this Ican furnish abundant proof if 
it is desired. Please give this fact such publicity as will 
do justice to all. THomAS S. WEEKS. 

‘* New Bedford, Mass. 

“*We were well aware of Elias Smith’s publication, 
but did not take note of it because it was not considered 
to bea newspaper. It was printed in the quafto form, 
and was rather a religious circular than a newspaper, be- 
ing filled with letters from the places where Mr. Smith 
had preached. Mr. Willis, in 1808, conceived the idea of 
a newspaper, which, while containing secular news, for- 
eign and domestic, and advertisements, should be mainly 
devoted to religious purposes. His plan was thus to 
carry religion into the affairs of every day life. This 
was a novel idea at that time, and was considered im- 
practicable by Christians generally. When, in 1812,-he 
proposed the plan to Rev. Dr. Griffin, the Doctor said he 
“never heard of such a thing as religion in a newspaper; 
it would do in a magazine.” Mr. Willis persevered, 
however, but was not able to carry out his plan until 
1816, when in the Boston Recorder he issued what was 
undoubtedly the first religious newspaper in New En- 
land, if not in the country.’ ” 


The first volume of the HERALD oF GospEL LIB- 
ERTY, published in Portsmouth, New Hampshire, and 
commenced in September, 1808, is in this office, bound 


and in good condition. It has been handled and in- 
spected by many persons, and not one of them has ever 
suggested that it was a religious circular. Do our 
friends of the Transcript print circulars weekly or 
semi-monthly, dated and numbered, with the regular- 
ity of the present newspaper? and have they a year’s 
file commencing as far back as September, 1808? The 
HERALD OF GosPEL LIBERTY has no rivals to its 
claim to the statement that it is the oldest religious 
newspaper in the United States. c. M. W. 


Other Workers in the Field. 


BAPTIST. 


—Fifty members were admitted to the Second Baptist 
Church at Chicago, Illinvis, February 8th. 


—The Berean Baptist Church, New York, is having a 
most successful year, new members having united with 
the church each Sunday for ten consecutive Sundays. 

—The sale of lr. Fulton’s church at Brooklyn, New 
York, known as the Temple, has been accomplished. 
The sum received was $65,000. The trustees of Dr. Ful- 
ton’s congregation are negotiating for lots on Adelphi 
Street, between Myrtle and Willoughby Avenues. As 
there was a heavy mortgage on the Temple, there will 
remain but a fraction (about $15,000) of the $65,000 as a 
nucleus for the building fund. 

METHODIS1 EPISCOPAL. 

—There is a rumor current in New York that Rev. Dr. 
Newman will be called to the Metropolitan Church at 
Washington, D. C., over which he was formerly pastor. 
The church is not as prosperous as it was during the ad- 
ministration of General Grant. 

—The pastor of the Methodist Episcopal Church at 
Jamaica, Long Island, the Rev. John Parker, in a sermon 
preached recently, condemned roller-skating as product- 
ive of immorality. The sermon has given rise to con- 
siderable feeling. 

—Mariner’s Bethel, Philadelphia, Pennsylvania, is ex- 
periencing the most thorough and comprehensive re- 
vival it has known fer many years. Tae meeting is 
now in its ninth week. One hundred and sixteen per- 
sons have kneeled at the altar in ears.est penitence and 
prayer; eighty of these have’ publicly professed to have 
found forgiveness and acceptance with God. The con- 
verted are three fourths of them adults. Many of them 
are men. In one instance it has closed a Sunday store 
and opened the owner’s house to prayer meetings for 
his neighbors. The effect on the church-members has 
been such that they say in public, “I was never awake 
before; I have been born again; a June day has come to 
my mind and soul.” 

ROMAN CATHOLIC. 


—The new Paulist Church, which was consecrated in 
New York, January 25th, is said to be the second largest 
edifice inthe country. The walls are very massive and 
there are seats for 2,400, while the aisles and passages 
will accommodate 2,000 more. The ceiling is ninety- 
four feet from the floor, painted deep blue and covered 
with stars, making it appear to be much higher. 

—There is reported to be a reaction in favor of the 
Catholics in Mexico. For a long time there have been 
very strict repressive measures in force against them, 
including the nationalization of the church property, 
taking from them froma third to a half of the real estate 
of the country, and giving them only the use of build- 
ings devoted to religious purposes, and these only by 
sufferance of the government. Ten years ago the church 
and state were declared independent forever; the church 
was disqualified from holding real estate; monastic vows 
were abolished; marriage made a civil contract; relig- 
ious liberty proclaimed; religious instruction in the 
schools forbidden; distinctive dress forbidden in the 
streets; the right to receive legacies refused, and finally 
Jesuits were expelled from the country. It is felt that 
those conditions are inconsistent with Republican insti- 
tutions, and that they should be modified. 


MISCELLANEOUS. 


—Fourteen persons united with Plymouth Congrega- 
tional Church, at Chicago, on a recent Sunday. 

—The revival meetings at the Wabash Avenue Church 
at Chicago, Illinois, are very successful; there have been 
over fifty converts. 

—Religious services are held in the City Hall, Wil- 
mington, Delaware, under the auspices of the Women’s 
Christian Temperance Union. 

—The rector of St. George’s Protestant Episcopal 
Church, at St. Louis, has invited a number of clergyman, 
representing the different Protestant denominations in 
the city, to take part in the special services in his 
church during the coming Lent. This action on the 
part of the rector has aroused considerable feeling 
among his clerical brethren of the same denomination 
in St. Louis and vicinity, 
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A PLEASANT EVENING. 











































































on the evening of January 27th, and to the High View 


that occasion. 

Oursurprise wascomplete. Although we had been in- 
formed a few days previous that some friends would call 
on us on that particular evening, we thought this im- 
plied a few of our most intimate acquaintances. But, 
to our most agreeable surprise, when the time arrived, 
quite early in the evening, friends from far and near 
began coming in until our house (though large) was 
filled with persons, each one bringing with them some 
substantial token of their friendship. Nor did they 
come bringing presents in their hands only, but, what 
we prize more than all other gifts, they came with 
their hearts filled with love and good-will; the pleasant 
countenance, the warm grasp of the hand, all told this 
more plainly than words could express. 

The embarrassment was still greater than the sur- 
prise, for in the absence of my husband, who had gone 
to Edinburg, Virginia, to hold a series of meetings near 
that place, the duty of receiving both guests and _pres- 
ents devolved upon me. I scarcely knew how to acquit 
myself of the task. I felt that to simply say, Thank 
you, kind friends, for your generous gifts, so teebly ex- 
pressed the gratitude of our hearts that utter silence 
would almost have been preferable to anything I could 
say in my confusion. But I endeavored to thank them 
as best I could, and the evening passed off quite pleas- 
antly with music, vocal and instrumental, together with 
social conversation. 

Our guests left at a late hour, leaving us be- 
tween forty and fifty dol’ars’ worth of the necessaries 
of life. The occasion will not soon be forgotten by us, 
but will live in memory as a pleasant oasis in the lonely 
hours of a minister’s wife. I feel that my especial 
thanks are due Si-ter Flossie V. Hook, also to Bro. 
Mahlon Garvin. To this dear brother and sister, and 
to all the kind donors whose visit as well as kindness 
we so much enjoyed, we extend our warmest thanks, 
fervently hoping that when life’s turbulent dream is 
over, that every one of those kind friends may hear the 
welcome voice of the Master, whom they now serve, 
saying, “Come ye blessed of my Father; inherit the 
kingdom prepared for you trom the foundation of the 
world.” Mrs. Joun H. Barney. 

Hook’s Mills, West Virginia, Jan. 30th. 


a -  — 


° THE DEMON ALCUHUL. 


Bro, Coan,—Alcohol has scored another victory for 
the demon, as the following will show. Oh, bow many 
more of such heart-rending scenes and sacrifices must 
occur ere public indignation is sufficiently aroused to 
sweep the demon Alcehol from our-blessed land! 

At Paine’s Puint, in this county—about six miles 
north-east of this place—on New Year's night, a party 
of Germans (vf whom quite a settlement is near) eou- 
vened at the house of one of their number, to iullow 
the barbarous custom of drinking the old year out anc 
the new year in. The natural result—a quarrel—en- 
sued. Two of the party broke the windows. Thx 
woman of the house endeavored to restrain them, when 
they struck her a severe blow. The husband then 
seized an axe and threatened the party if they did not 
leave the house. One of the culprits then wrenched 
the axe from him and handed it to kis brother—ihe 
other culprit—who struck the husband several blow> 
in the face and ixead, inflicting such wounds that he 
died the next morning. The culprits made no attempt 

. to eseape, and are now in jail. The murdered man is 
over fifty years of age, and leaves a widow and orphan. 
I have not heard whether the murderers are single men 
or not, but we hope so. Of coyrse it will be impossible 
to convict the culprits of murder, as the act was 
prompted by alcohol, ard the deed was nothing anyway 
but an accident naturally fullowing a harmless custom 
brought over from the Fatherland! 


W. L. SAnForp. 
Washington Grove, Il. 
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Secret prayer is to the Christian what winding is to 
the clock. Oh, how many Christian run down! 

















‘ In behalf of myself and family I wish to tender to the 
members and friends of the Timber Ridge Christian 
Church of Hampshire County, West Virginia, our most 
heart-felt thanks for the donation received from them 


Cornet Band for their excellent services rendered on 


HERALD OF GOSPEL LIBERTY. 


A hildvew’s Allission Aork. 


CHILDREN’S PLEDG kz. 


“We herewith give our dime toward the support of 
Christian missionaries, to work upon the borders.” 


FOREIGN MISSION PLEDGE. 


“T agree to give one dollar a year toward the sup- 
port of Foreign Missions.” 


BIRTHDAY PLEDGE. 


“T hereby pledge one dime, or more, as a birthday gift 
toward the support of the children’s missionaries.” 











Will not pastors, superintendents, teachers, and par- 
ents urge the children to write letters for this column? 


NEW TESTAMENT QUESTIONS. 


9. How were John Baptist end Jesus related? 
10. Name John Baptist’s tribe and that of Jesus’. 


HISTORIC QUESTIONS. 
5. Who was Ceesar of Rome when Jesus was born? 


ANSWERS, 


Gertie S. Luther tells us that ‘ 7'estament means will or 
bequest,” and that “ijospel means good or glad tid- 
ings.” She makes Arphaxad the father of the Jewish 
nation. Abraham is more generally considered the fa- 
ther of the nation, from the blessings of God for his 
people beginning with him and his entering the prom- 
ised land under divine guidance. Miss Gertie has our 
thanks. 

OUR LETTER BOX. 

Bro. Watson—Inclosed tind ten dimes for the Mission 

from Bina Leeds, Lou Mallick, Abe, Bro. Michael, grand- 


ma—one in memory of grandpa, who died last October- 
ind the balance from pa, ma, and myself, 


SADIE FAIRFIELD. 
Mt. Holly, Ohio. 


Really, we had half begun to fear that Sadie’s Mission 
hand had forgotten its cunning, or that her heart had 
grown cold toward our work. We are happily disap- 
pointed by this letter, and shall indulge in no doubts 
and fears hereafter. Friend Abe comes up as good- 
naturedly as ever. His patient continuance in our 
work is commendable and «uly appreciated. But “one 
is not, for God has taken him.” The dear grandpa has 
gone the way all must go. The shadows fall quickly 
over the family. The tears had hardly dried for the 
uncle when the mystic circle breaks again. ‘The links of 
the chain of life must be new-welded in heaven before 
they will hold. 


’ Bro. Watson—Inclosed please find forty dimes, the 
eighty-ninth birthday gift for the Children’s Mission 
rom Mrs. Naxscy Peck. 

West Bloomfield, N. Y. 

The dear mother in Israel! God, in his very rich love, 
bless her, All the children of every age heartily join 
our wish, and yet this does not tell the meisure of the 
Master’s blessing. His blessing covers the lifs that now is 
ind that which is tocome. So richa blessing is obtained, 
too, with wonderful ease. 

Probably Mother Peck will not tarry long by the 

arthly way, fora great weight of years is upon her, but 

the way into which life’s way opens so spvedily will be 
an uinding way. The brightest part of the Chris- 
tian’s earthly way is its end, for God welds the ends of 
the two ways by the warm light of the new life. Soon 
we will meet the good mother at home. 


Bro. Watson—With my best wishes for the continued 
success of the enterprise, Ifsend you one dollar for the 
children’s Mission, Davip TUTHILL. 

Prattsburg, N. Y. 

Good wishes are feathers for the arrow we shoot. 
They both give it direction and make it float the 
longer. The heart, more than it knows, has the ability 
to direct its goodly works. He who empties his heart of 
his work as he empties his hand of it, has but half ac 
complished it. We want the dear friends who sow the 
fields to watch over the seed sown and be content only as 
the harvest appears. The after-faith greatly aids in the 
vermination. 


Bro. Watson—Inclosed find ten dollars, of which please 
apply tive to the Mission School South and five to the 
Children’s Mission. Mus. A. A. SHAW: 

Downsville, N. Y. 

The heart of charity is one, but its hands are many, 
and they reach with their bounty and blessings in every 
direction. Nobly they do their work, and with blessed 
relish. Init the hand wearies not and the heart tires 
not. The better life of the soul begins with charity, 
continues in it, and ends in its spirit. Too often the 
charities of life are too exclusively manifest in dea*h. 
This is unwise, for in death all may be wasted—we pos- 
sibly may have nothing to give. Giving as we go, gives 
wings to our own hearts and ‘lightens wonderfully the 
load we carry on the way. 


Bro. Watson—Tbe dear Master leads me to write youin 
the interest of the Children’s Mission and their Southern 
Mission School. For the former J inclose ten dimes which 
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I gathered Christmas night from Uncle John and Nellie 
Hiler, and Frank and Lena H.ler (six ditnes), and Uncle 
and Auntie Morse, three dimes, to which Iadd une. Mrs. 
M. and myself send two dollars for the school. 

D. S, Mogsg. 


Coessie, Indiana. 


A little work within even the inner circle results often 
in great good. It has in this case, as the letter shows. 
Our brother easily induced others to give, and then see 
how, under the influence of his own work and that of 
others, his own heart enlarges and his own hands open. 
He that speaks a word for Jesus warms his own heart by 
the act, and so the work we do for him warms our own 
hearts into life. 

May the double fruit of our dear brother’s work bear 
eternal harvests. 

Bro. Watson—Inclosed find ten dimes for the Mission 
School South, tive dimes of which is for myself and five 
for my dearsainted mother, who left us four months ago 
to join the white robed throng above. There we expect 
to meet her again and part no more. She took a deep in- 
terest in your Mission-work, and this was not her first re- 
membrance of it. May this little offering be of some use. 

A SISTER. 











Our ranks are rapidlv thinning and we are gatheringa 
multitude of frie:ds: nto the othershore. In the great 
cities of London and !'aris our cause has no representa- 
tives, and possibly none live there who have ever heard 
of our Children’s Mission or Mission School. But in that 
vreater city that John saw—the new Jerusalem—we 
have thousands of friends, many who bave contributed 
to our work. Yes, how fast they are gathering home! 
And does their Jove for us and their interest in usand 
our work die with their going? No! No! They repre- 
sent us in heaven, and, possibly, in ways unseen and 
unknown, influence living hearts in favor of the work. 
But lonely is the way out of which the dear mother has 
so recently stepped. Still the end is at hand and seon the 
meeting will come. 

Bro. Watson—Inclosed find twenty dimes, ten toapply 
o> Home Mission and ten on the Mission Schvol work, 

A FRIEND. 

Blackberry, Illinois. 

“A word from the above village is ever eagerly receiv- 
ed, and the more so when it is coupled with a work 
so good. The people of Blackberry were proverbial for 
their goodness and good deeds, and we hope that four- 
teen years has made little change in them in this re- 
spect. But if not in this, in other ways it has. The 
church is of the past, and the cosy parsonage—that cen- 
ter of sunlight for years to us—is now private property. 
Still the work done by patient toil and almost unpar- 
alleled generosity, by pastors and laymen, will not be 
lost. Others willreap the harvest intended for our hands, 
but it will be a harvest for God nevertheless. Moral laber 
can not be lost. The dear friends of Blackberry and La 
Fox live in the hearts of our home, and may they alllive 
forever. 

Bro. Watson—On opening our Mission box I find that 
the contents amount to $1.01, and as superintendent of 
the Reformed Sunday-school cf Middleburg, New York, 
[am authorized to send it forth nthe name of the Mas- 
ter. Relieving that in yourhands it can be used to the 
vreatest advantage for good, I take the liberty of sendin 
itto vou. Werxiveitin the spirit of benevolence an 


with earnest praver that it mav do good. It is the voice 
of Christian, not of sectarian, love. 
W. E. Basser. 


Middleburg, N. Y. 


Thanks to our good Father the Christian voice and 
spirit is becoming daily mere thoroughly universal. 
Indeed, the church/y spirit is naturally Christian the 
world over, And why should i; not be, when it is the 
only institution drawn from heaven and of universal 
existence? . We are all children 0° a common family, 
the greater part of whom now live on the th'ther side of 
the viver while the balance reach froin the rivers to the 
end of the earth. 

We gratefully thank the Reformed Sunday-school of 
Middleburg and their good superintendent, and we pass 
on their offering into God's own treasury with a prayer 
for his blessing on it. 

J.P. WaT-ON. 

Troy, Ohio, February 6, 1885. 


SUBSCRIPTIONS FOR LE GRAND INSTITUTE. 





We, the undersigned, agree to pay the amount set op- 
posite our names as soon as five thousand dollars are 
subscribed for Le Grand Institute: 


Amount pledged up to Jan. Ist......... seseeeeee ceceeeeeel 880 55 
Mrs. Shaw, Fairfield, Iowa, paid............secsssseseee 2 00 
N. W. Crouse, Se Genkalhes Sasmateensapius 5 00 
A Reader of the Herald Me  Ceaneavncteseisnveess ees 1 00 
GROIN ensitecineccccecssesessvecivicscsasiussanepens ve 5 00 


[Other names and amounts will be added as they are 
received.—Ed.] 





The Mason & Hamlin Upright Pianos are pronounced 
to be, like te organs of the same company, t! e best 
of their kind. The refinement and purity of tone at- 
tained in them are especially commended.— Boston 
Journal. . 
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Ajarviages. 


MOWER—PAYNE-—September 14, 1884, by Rev. W. 
Vr-eland, Vernon D. Mower and Hattie V. Payne. 

KELSEY—ROLLINGS—December 24, 1884, by Rev. 
W. Vre*land, Ira D. Kelsey and Mary A. Rollings. 

BLAN D—HARRINGTON—January 24, 1885, by Rev. 
W. Vreeland, Ramoth Bland and Mary Harrington. 

BARBER—BOOTS—January 27, 1885, by Rev. W. Vree- 
land, George W. Barber and Lucie E. Boots. 

MOORE—GORDEN—May 4, 1884, Mr. John B. Moore, 
of Kirkwood, New York, and Mrs. Charlotte A. Gorden, 
of Syracuse. 

LILLEY—NEALLEY—November 19, 1884, by Rev. A. 
J. Welton, Mr. Alfred L. Lilley and Miss Carrie E. 
Nealley, both of Binghamton, New York. 

W HITE—RICHARD—January 28, 1885, by Rev. J. W. 
Coate, at his residence in Lane, Kansas, Mr. Lincoln 
White and Miss Ida Richard, both of Lane. 

BERROR—WRIGHT—January 27, 1885, at the bride’s 
residence, by 8. D. Bennett, Mr. John S. Berror and Mrs. 
Mary C. Wright, both of Franklin County, Ohio. 

SIMON DS—COLBY—January 4, 1885, by Rev. J. C. 
Fifield, Mr. Arthur L. Simonds and Miss Ella N. Colby, 
all of Bristol, New Hampshire. 

HUSE-—NOYES-~—In Hill, New Hampshire, by Rev. J. 
C. Fifield, Mr. Eddie C. Huse and Miss Vina W. Noyes, 
all of Hill. 

HOUSEL—BRIDGMAN—September 2, 1884, in Claren- 
don, New York, by Rev. W. Vreeland, George L. Housel 
and Jennie E. Bridgman. 

FRITZ—CHRISTIAN—At the residence of C. W. Heof- 
fer, February 5, 1885, and by him, Clement Fritz and 
Lydia Christian. 

CLEMMER—BANKS—At the home of the bride’s par- 
ents, by D. Lobaugh, Mr. Washington Clemmer, of De- 
fiance County, and Miss Emma J. Banks, of Paulding 
County, Ohio. 

WADE—CROSS—December 17, 1884, by Rev. J. C. 
Fifield, at bis residence in Hill, New Hampshire, Mr. 
Abner O. Wade aud Miss Laurella P. Cross, all of Bris- 
tol, New Hampshire. 

NOYES—BENNETT—December 31, 1884, by Rev. J. C. 
Fifield, at his residence in Hill, New Hampshire, Mr 
Charles B. Noyes and Miss Maria L. Bennett, all of 
Franklin, New Hampshire. 

OMSTED—AN DERSON—At the Christian Parsonage 
n Mewphis, New York, January 9, 1885, by Rev. W. J. 
Grimes, Mr. Olaf Omsted, of Memphis, and Miss Chris- 
tina M. Anderson, of Sweden. 

HAWKINS—REGESTER—February 8, 1885, at the 
residence of Colonel A. L. Hawkins, Washington County, 
Pennsylvania, by W.S. Morey, George V. Hawkins and 

Miss Ewma Regester, both of suuthern Iowa. 

GRIMES—B \BCOUCK—October 29, 1834, at the Chris- 
tian Parsonage in Memphis, Onondago County, New 

York, by Rev. W. J. Grimes, Thomas M. Grimes and 
Miss Alma Babcock, all of Pompey, Oovundaga Cuunty, 
New York. 

WILSON—HARMON—December 25, 1884, at the Chris 
tian Parsonage in Memphis, New York, by Rev. W. J. 
Grimes, Mr. John M. Wilson, of Camillus, New York, 
and Miss Emma Harmon, of Savanna, Cayuga County, 
New York. 








Obituaries. 


LADY—Nancy Olive, daughter of Sarah and John 
Lady, was born September 26, 1884, and died January 31, 
1885. Funeral sermon in the M. E. Church at Dublin, 
Ohio, February list, by N. SUMMERBELL, 

GABLE—November 30, 1884, Matthew G. Gable, of 
Union, Montgomery County, Ohio, aged 30 years, 4 
months, and 29 days. Services in the Methodist Church 
in Union, conducted by O. P. Furnas. 

FAIRCHILD—In Otego, New York, January 20, 1885, 
Sally Fairchild, aged 89 years. She had been a member 
of the West Laurens Christian Church over fifty vears, 
and died in full faith in her Redeemer. Her remains 
were brought to West Laurens, and aftera sermon by 
the writer, were buried in the cemetery where her hus- 
band was laid a number of years ago. 





A. HAYWARD. 


GORRELL—Daniel Gorrell was born April 20, 1823, 
and died at his home in Nurth Clayton, Ohio, January 5, 
1885, aged 61 years, 8 months, and 15 days. Bro. Gorrell 
united with the Christian Church at North Clayton, 
Ohio, in November, 1867, of which he remained a faith- 
ful member till death. He had six children that pre- 
ceded him to the landof rest. The funeral services were 
vonducted by Elders Brewer and Sharp, January 7th. 

. D. Hzogmypory, 


years. 
life, and to him death was an open door through which 
his soul passed from the afflictions of mortality to the 
joy and blessing of immortality and eternal life. 
neral services by the writer in the Disciple Church in 
Bethel, Ohio. 


22, 1825, and died January 31, 1885, aged 59 years, 11 
months, and 9 days. 
Church, and lived in humble submission to the dictates 
of Him whose right it is to direct. 
bor, a devoted wife, and Christian mother. 
who gathered to pay their last tribute of love to her re- 
mains demonstrated the respect in which she was held. 
Funeral services at Mount Zion Christian Church, con- 
ducted by 


ter Mary A. Bennett, wife of Bro. Henry Bennett. 
deceased had been an invalid for many years. 
tience and faith were wonderful, and a great comfort to 
her household. At the time of her death she was in her 
70th year. 
Master.”’ 
still remain, looking across the river. 
irreparable loss. 
tfan Church in Plattsburg on the 24th; services by the 
pastor. The large congregation attested the universal 
esteem in which Mother Bennett was held. 


CAUTER—January 2, 1885, Charles L. Cauter, aged 20 , she struggled to maintain her family of small children, 


The deceased had been afflicted nearly all his| 


































Fu- 


J. F. BURNETT. 
BUSHMAN—Margaret Bushman was born February 


She was a member of the Baptist 


She wasa kind neigh- 
The many 


J. F. BURNETT. 


BENNETT—Thursday morning, January 22, 1885, Sis- 
Tie 
Her pa- 


She could say? “I’m only waiting for the 
Father Bennett, two sons, and four daughters 
They mourn their 
The funeral took place from the Chris- 


C. L. WINGET. 
ALLAMON—January 11, 1885, Melvina Allamon, of 
that dreaded disease, consumption, aged 37 years, 6 
months, and 24 days. Sister Allamon was an earnest 
worker in the Lower Stillwater Church, and her loss is 
deeply mourned by all who knew her. She leaves her 
companion and two little children, and none can appre- 
ciate their loss but those who have had a like affliction. 
She was the first of four sisters to pass over the river. 
Her father also survives her, but her mother has been in 
the glory world for many years. Sister Allamon’s was 
a triumphant death, her last words being, *‘Let me go; I 
want to be at rest.”” Services in the Lower Stillwater 
Church, to a large congregation, conducted by 
O. P. FURNAS. 


CARMAN—At her home in Parkville, Staten Island, 
New York, December 22, 1884, Sister Emily P. Carman. 
wife of Aaron Carman, in the 6lst year of her age. She 
had been a member of the Medway Christian Chure}l 
about forty-five years. She was converted under th: 
labors of Elders Daniel Call and John Spoor, and was 
baptized by the latter. Through all the vicissitudes o 
the church s!e was ever true and faithful. She 
devoted wife, a loved mother, an affectionate sister, a de 
voted.friend. She is missed and mourned by all tha 
knew her. She waits a part in the first resurrection 
when loved ones shall meet immortal. Sermon by he 
pastor, H. Brown; text, “This woman was full of goo 
works and alimsdeeds which sbe did.’ Acts 9: 36. 

H. B. 


WILLIA VMS—At the bome of her daughter, in Plea- 
int Hill, Ohio, January 3, 1885, Sister E-ther Williams 
in her 77th vear. Aunt IHletta(as she was more famil 
iarly Known) was a member of the Society of Friend: 
until she was sixteen vears of age, when she joined th: 
Christian Church at ‘his place and was baptized by Eider 
John Williams. Thus feeling the ditine acceptance as # 
child of God, she ventured out on his promises, and we: 
ever a taithful, watchful servant in the Lord’s vineyard 
until alled from labor to reward. While her chair i: 
the sanctuary is vacant, which she so long and regularl) 
occupied, we who are left to mourn may rest in the hops 
that our heavenly Father has prey ared her a seat at 1.i- 
own right hand in glory. Funeral services held at the 
Hopewell Christian Church on January 4th, where « 
large congregation of friends was assembled. Sermo: 
by Rev. D. Brewer, assisted by Elder R. Brandon an:! 
the writer. J. B. FENNER. 


REYNOLDS—In North Lehenon, Maine, December 3, 
1884, at the residence of her eldest daughter (Mrs. M. A. 
Hanson), Mrs. Ann Reyno ds, widow of the late Elder 
Paul Reynolds, aged 91 years and 2 months. Sister Rev- 
nolds was born in Berwick October 5, 1793, and when 
qu te young moved with her parents to Portsmouth. 
New Hampshire, where she resided until her marriage, 
June 15, 1816. After marriage she and her husband went 
to Shapleigh, since. called Acton. As among the ear.v 
pioneers, their hardships were many. Soon after set- 
tling here her husband received a call to the ministry, 
and June 17, 1829, was ordained a preacher in the Chris 
tian denomination at Lebanon. While quite young and 
living in Portsmouth, Sister Reynolds experienced a 
a change of heart under the labors of Elder Elias Smith, 
and lived a cheerful, faithful Christian, but never united 
with any church until after the ordinatlon of her hus- 
band. She was then baptized by him, and was one of 
the first to join the Christian Church at Sanford, of 
which her husband was the first pastor and, I think, the 
founder. While he labored for the conversion of souls, 


was : 


eight of ten of whom she reared to be men and’ women. 
Her home was always a harbor for ministers, and a 1 in 
need of a home were by her made welcome. She re- 
tained her faculties toa remarkable degree, and could 
relate incidents which transpired in early life with won- 
derful correctness up to within a few days of her de- 
cease. 
ty-five years. Five years ago last May she received a 
fall, from which she had scarcely recovered when she was 
stricken with congestion, and gradually failed from that 
time. 
severe cold, which developed into pneumonia. 
ferings were great, but for all who came she had a cheer- 
ful word, and always spoke of the end to her friends 
with perfect calmness and faith that all would be well 
with her. She anticipated unspeakable joy in the meet- 
ing with many loved ones in her Father’s mansion, for 
she believed ‘“‘we shall know each other there.” 
prayer was offered at her daughter’s residence, and then 
the procession proceeded to the church at Hilton Ridge, 
where services were conducted by J. 8. Church. After 
reading from Job 14, a favorite chapter of the deceased, 
he took his text from the verse, “If a man die shall he 
live again? All the days of my appointed time will I 
wait, till my change come.”’ 
river?” was sung at the grave by the choir. She leaves 
six children, three grandchildren, and many distant rel- 
atives and friends to mourn the loss of a faithful moth r 
in Israel. 


She had the care of an invalid son for over twen- 


About a week before her decease she took take a 
Her suf- 


A 


“Shall we meet beyond the 








CHUKCH NOTIUES. 





OHTIv. 

Feesburg.—The Southern Ohio Ministerial Institute 
will meet at Hnon Chapel, Adams County, Wednesday, 
March 25th, at9 a.m. Questions of vital importance to 
both the ministers and churches of the conference will 
be considered at this session. All the members are ear- 
nestly requested to be present and to help make this in- 
stitute a grand success.—R. H. MoDANIEL, Sec’y pro 
tem. 


EXCURSION TO WASHINGTON.—On the fourth of March, 
»very fourth year, multitudes of people assemble at the 
National Capital to take part in and to witness the cere- 
nonial which invests with imperial authority the un- 
‘rowned monarch of the great republic. 

The preparations for the inauyuration of the next 
President ae being made upon a scale which promises a 
lisplay of unprecedented grandeur and magnificence. 
Legions of organized political clubs, civic societies, and 
rade guilds, combined witb a! ost of volunteer and reg- 
ular military corps, will form a pageant of brilliant 
pomp and splendor. 

Washington, in the winter season, is one of the gayest 
:pitals in Christendom, and the festivities incident to 
he in«uguration of the chief magistrate will render it 
loubly attractive. Its broad and well-paved avenues 
nl beautiful squares, adorned with monuments and 
iatues; its splendid privace residences, art galleries and 
uuseums; its imposing public buildings, chief of whicu 
+ the Capitol, standing matchless in grace and symme- 
ry among the finest specimens of architecture in the 
vorld, are all objects of unfailing enjeyment to the vis- 
tor. The vicinity, too, of Washington, abounds in 
laces of historic interest. Mount Vernon, the resting- 
place of the first President, is reached by a short steam- 
boat ride upou the bosom of the majestic Potomac; the 
National Cemetery at Arlington, where thousands of 
ieroes sleep. and the National Soldiers’ Home are also 
within easy access. 3 

There can be no question as to the pleasure to be de- 
rived from a visit to Washington, and the only question 
ix, how to get there at a reasonable cost. To meet this 
query the “Pennsylvania Lines” will sell excursion 
tickets at extremely low rates. They have placed in 
service elegant Eastlake Day Coaches and Pullman’s 
Palace Sleeping Cars, which will form solid through 
trains from Cincinnati, St. Louis, Chicago, Toledo and 
Cleveland to Washington City. The Pennsylvania 
Lines are superior to any on the continent in construc- 
tion, equipment, and efficient service. ‘Security, Cer- 
tainty, and Celerity” is their motto, and they have be- 
come models and standards for all other roads in the 
country. Their lines traverse a sect‘on unsurpassed in 
rich and varied scenery; the eating-houses furnish first- 
class mes at convenient hours; the track and rolling 
stock are guarded with all approved appliances known 
to science to insure thesafety of passengers; and finally, 
you are landed in a maguificent station, situated in the 
business center of Washington City. En passant, this 
station has become invested with a mournful interest to 
all patriotic Americans. In it was enacted the tragedy 
which culu:inated in the death of the lamented Gar- 
field. A marble column, erected in the waiting-room, 
shows where he fell, and a golden star, set in the tiled 
floor, marks the spot first crimsoned with the blood of 
the illustrious slain, 
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RECEIPTS FOR PAYMENT OF 
THE DEBT OF THE PUB- 
LISHING HOUSE. 





We beg the attention of all our people to 
the list of statesand individuals interested 
in our movement to pay the debt. Have 
you done your part in the work? If so, 
it is well; if not, act quickly. We will not 
give you up. 

Previously reported: 









CIOMMBOHOUE 5 ooo seen cevessccsse 40 
TEIDOIS.......080~< 58 50 
NURS: cccesesprssedthcnsesecsseess 23 90 
DN skis sabes pinispberissvetserte 42 50 
Kansas.... 8 95 
IN Sea tatic sch vikge ab vcwndss ates 5 00 
Massachusetts.............cce008 1 00 
PEM poi ssivcsprssciesceesusse on 12-00 
III inn sssinsss sosimicine 50 
Missouri....... Weta ttrscmbs 4 00 
PD dicpicrcbasaccvovovexies 1 00 
New Hampshire... 53 50 
BIT EE sion casein spestvnes oes 17% O08 
PEIOT POTBOY cicncerne: seosessheseees 16 00 
SOURED cxicuvi sn cencebesd cpanusesanapesa 105 07 
RARER) sn cebcegacescnsnicn ceveescne 1 00 
Pennsylvania......... 0.00000 23 65 
eI Ss ices as scvcsnsser 3 00 
Vermont 20 50-$558 55 





Receipts to Feb. 16, 1885: 
New York— 








Otsego Quarterly Confer... 5 00 

ie CARER snes evan dssonpens posenase 1 00 

Ohio— 

W.H.Smithman.. 1 00 

SOUS PNGB... 50005 <.000500000 1 00 

Bis BS IOV ORG oscisces ccsccncee.s. 1 00 

Massacusetts— 

Be IIs oskunepensec, Siesnecs 1 00- $10 00 
IEE IDEN oni cosusisncacneteepnesbuone $568 55 


C. M. WINCHESTER, 
Assistant Debt Killer. 
—_—_—_—_—_—e ee 
* RENEW! RENEW!! RENEW!!! 
oe 
We do all kinds of printing very low. 
Try us. 


F$FMVC"’' —"''+*°*;-—<=> -<- —______- 


If you want sample Heralds for canvass- 
ing, send word to this office. 
ee 0 + et se 
Please to pay as promptly as possible. 
Money keeps the House in good repute. - 
ee te 
We have just had alotof Part Il. Hymn- 
als bound in assorted colors, They are 
very pretty. 
pie ES ee 
Brother minister, here is a good motto 
for 1885: The Herald of Gospel Liberty in 
every family in my congregation. 


~~» ©: «am ee” 


During the season of protracted meet- 
ings let a part of your work be to get the 
young converts to subscribe for the Her- 
ald. It will be for their good and the good 
of the church to feed them with Bibie doc- 
trine. 





> <e oe 


In these days of failing banks and gen- 
eral insecurity, if any of our friends have 
money to invest, the Publishing House 
bonds of $100 each, with interest at 6 per 
cent., payablesemi-annually, afford as near 
absoutely safe investment as can be found 
jn this lower world. 















Without a doubt, in urging allour friends 
in need of a first-class sewing machine to 
take advantage of our liberal offer, we are 
conferring a favor that will be long ap- 
preciated. Only think of it—the best re- 
ligious journal in the world for a whole 
year anda No. 1 sewing machine, war- 
ranted perfect in every particular, for $18. 

— ~—*-<—P er oe 


SPICED PICKLES. 


THE BIBLE CLASS TEACHER 


This is a quarterly pamphlet specially adapt- 
ed to the use of teachers and advanced scholars 
in the Sunday-school. It will contain more 
extended notes explaining the text of the les- 
son. It will be furnished in lots of tenor more 
at 5 cents each per quarter, or 20 cents a year. 


THE 





Intermediate Lesson ‘Leaf 


Is published with one lesson on each page, 
bound and stitched. Itcontains fewer notes 
and more questions and answers. It is sold in 
lots of ten or more at 2 cents each per quarter, 
or 8 cents a year. 


A subscriber complained that his news- 
paper was damp. ‘Well,’ said the ed- 
itor, ‘‘it is because there is somuch due on 
it.” . 

“In what condition was the patriarch 
Job at the end of his life?” asked a Sun- 
day-school teacher of a boy at the foot 
of the class. ‘Dead,’ calmly remarked 


Gospel Hymnal. 
the boy. ; 


W holesale 
Retail. Per dozen 

Yo. 1, cloth binding... 

No. 2, half leather... 

No. 3, full rer ACs 


Dr. Fulton related that once during his 
sermon he exclaimed: ‘“‘Place me upon the 
polariceberg, where no verdure greets the 





‘i No. 4, = full gilt.. 
eye, and where naught but the white bear’s | No. 4, flexible morocco,full 
growlcan be heard,’’ whena deep bass voice PART II 
7 ied: +“ > 19? 
1s. ceonaPeguniain I isisisicinicsitshiaienisecnatie ici 2 40 


“Howisit, Fogg, that youare always ad- 
vising folks to marry, and you show no 
hurry about taking a wife yourself?” Fogg 
— Because, my boy, I’m too much of agen- 
tleman to help myself until everybody else 
is supplied.” 


Lettering, 15 cents per line. 


Church Requisites. 


Church, Ministerial, & S.S. reports,..$2 00 per 100 
Ordination Certificates............... 1a “ 
Licentiate & 

Baptismal . 





- . 1 Hy “ 
“Say, Sam, did you see de man about 


Lincoln College, 


LINCOLN, KANSAS. 


Fall Term commences September 24th and 
ends December 23, 1884. 
* Winter Term commences January 5th and 
ends March 27, 1885. 

Spring Term commences April 7th and ends 
June 30, 1885. 

Pupils admitted at any time during the term. 


For particulars write to the President or to 
George Tenney. 
Thomas Bartlett, Pres., 
Lincoln, Kansas. 


THE CHRISTIAN BIBLICAL INSTITUTE 


is located at Stanfordville, Dutchess County, 
N. Y., convenient of access by the Poughkeep- 
sie & Eastern, Hartford & Boston, Dutchess & 
Columbia railways. 

The site is midway between the stations on 
the Dutchess & Columbia and the Poughkeep- 
sie & Eastern railways, and one half mile from 
each, on a beautiful avenue connecting the 
two, fronting south on the avenue for 1300 feet. 

The accommodations consist of the Institute 
building, the President’s Mansion, the Stu- 
dent’s Home, two double dwellings, and all 
necessary out-buildings, with a farm of sixty 
acres of land well stocked with fruit. The 
property has cost about $50,000, and is free from 
all incumbrance. 

It has a library of about 1500 volumes. 

Its instruction—contemplating the fitting of 
students for the Christian ministry, employing 
two resident and three non-resident professors 
—is deemed thorough and satisfactory. 

Arrangements are made for the boafd of stu- 
dents at the “Home” at actual cost on the club 
system. 

These advantages (except board) are free to 
all students who are properly recommended. 

For further information address 


dat house?” ‘Oh, yes, I seed him, and he 
gib me de refusal ob de house.” ‘How 
long did he gib you de refusal of hit?’ 
“Foreber. He refused to hab anything to 
do wid me.” 

“T haven’t got any case,” said theclient, 
“but 1 have money.” ‘‘How much?” asked 
the lawyer. “Fifty thousand dollars,’’ was 
the reply. “Phew! you have the best case 
[ever heard of. I'll see that you nevergo 
to prison with thatsum,’’said the attorney, 
cheerfully. And the man didn’t—he went 
there “broke.” 

A preacher once offered the following 
prayer ina prayer-meeting: “Lord, help 
us to trust thee with oursouls.” “Amen!” 
was remarked by many voices. “Lord, 
help us to trust thee with our bodies.” 
“Amen!” was responded with as much 
warmth asever. ‘Lord, help us to trust 
thee with our money.” But tothis petition 
the “Amen” was not forthcoming. 

During an organization of schools, the 
children were interrogated as to the occu- 
pation of their fathers. The question reach- 
ing a bright little six-year-old girl, she re- 
sponded that her father was a florist. “A 
florist?’’ asked the teacher. ‘*Wher®is his 
greenhouse?” “His greenhouse! He hasn’t 
any greenhouse, ma’am.” ‘*Why, then, do 
you call him a florist?” “Oh, he makes 
floors for Thompson «& Taylor!” 


Of a bright little girl, it is told that she 
recently celebrated her third birthday an- 
niversary. The festivities of the occasio. 
greatly delighted the soul of the wee maid 
en, who evidently thoughta birthday was 
something to be kept, when once found; 
for when, on the following morning, she 
woke to find the world once more running 
in its every-day grooves, she looked all 
about, and then cried out, “O mamma 
where is my birthday?” 





Sunday School Herald and Glad Tidings. 


The Sunday School Herald and Glad Tidings 
are each printed semi-monthly. Price per year, 
single copy, 35 centseach. In clubs of l0and up- 
ward, to one address, 244 cents acopy. For any 
number of months less than one year, at pro- 
portionate rates, or two cents a month for each 


copy. Address 
atl - A. W. COAN, Dayton, Ohio. 





The Little Teacher. 


This is a small child’s paper, with lesson and 
lesson story suited to small children. It is pub- 
lished in weekly numbers, at a uniform price 
of 12 cents per year. It is universally popular 
among those who know it best. 

Clubbing Rates, to One Address, as Follows: 

10 Copies, one year 
20 “ “ “ a 
“ “ “ 


10“ © < Wish ame mee Oe 
Address , 
A. W. Coan, Dayton, Ohio, 






J. B. WESTON, Pres't. 








AN IMPROVEMENT ON THE SINGER. 


To give all possible advamtages to our pa- 
trons, we have arranged with the manufactur- 
ers of 


The Best Sewing Machine in the World 


to furnish us with an unlimited number of 
their very best machines, to offer as premiums 
—not only to our agents, but to any and all of 
our subscribers who may desire to avail them- 
selves of the conditions of our unprecedented 
offer. The Herald Sewing Machine will be 
sold only to patrons of this paper. 

Our Machines are very nicely finished, 
perfect in all respects, and guaranteed to give 
satisfaction. The furniture is of the best black 
walnut. Each machine has a box cover, a 
drop-leaf table, and five drawers; also, a full 
set of the latest improved attachments and 
necessary instruments—namely, one John- 
son’s foot ruffler, one set hemmers, one tuck- 
er, one foot hemmer or friller, one package of 
needles, six bobbins, screw driver, oil can, extra check spring, extra throat plate, gauge screw, 
wrench, instructions. The above cut is an exact representation of the machine. 


Etiere is Our Offer: 


To any person who will send us 818 we will send the Herald Sewing Machine and the 
Herald of Gospel Liberty for one year. 

To any minister, or minister’s wife or daughter, or other worthy woman, who will send us 
a club of ten subscribers for the Machine and the Herald of Gospel Liberty, with $180, 
we will send the Machine and the Herald for one year. 

— REM MBE FR) 

That each machine is guaranteed to be as represented, or to be returned and the money re- 
funded. 

We send the machine to you as you may direct, carefully packed and shipped from Chicag 
by freight or express, as you may direct, you paying freight or express charges. Give shipping 
directions plainly. 











To every subscriber, new or old, who will send seven dollars, we will send by express 


A Superb Bible 


and mail them the Herald of Gospel Liberty one year. 


The Bible contains, in addition to the good old English King James’ Versign of the Holy 
Scriptures, the following: 


Smith’s Pronouncing Bible Dictionary, illustrated. 

Pictorial History of the Books of the Bible. 

Contrasted Editions of the Testament in Parallel Columns, 

History of all the Religious Denominations of the World. 

Description of the Israelitish Tabernacle and its Furniture, illustrated with four beautiful 
illuminated plates in appropriate colors. 

Handsome Marriage Certificate and Family Record. 

Two Steel and Twenty Full-Page Dore Engravings. 

Hundreds of Elegant and Instructive IDustrations. 

Three brilliant Full-Page Illuminations. 

Scripture Illustrations, with descriptions and explanations. 

Life of Our Lord and Savior Jesus Christ. 

The Parables of Jesus and Proverbs of Solomon. 

Gallery of Scripture Illustrations. 

Tables of Weights and Measures, and valuable Chronological Tables. 

Apocrypha Concordance and Psalms in Meter. 

Bible Teacher’s Text-Books and Maps of the Holy Land. 

Marginal References. 8 


It is bound in French Morocco, London Antique, Gilt Edges and Olasp. 
For such a book an agent would not hesitate to charge you from $12 to $15. 


Address all letters ta 
ASA W. COAN, Dayton, Ohio, 
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TO PERSONS DESIRING TO 
LOCATE IN KANSAS. 


In answer to many inquiries, I wish to 


say through the HERALD, that after 
eight seasons’ trial in Reno County, Kan- 
sas, I can now recommend it as a good 
country. Land is cheap, but rising in 
price. We want Christian ministers and 
Christian church-members to come to 
this part of Kansas. We have good 
soil and good water, and the healthiest 
country I have ever lived in. This part 
of Kansas is healthier than farther east 
in Kansas. It is also a good fruit coun- 
try. I can recommend to persons coming 
to Kansas, to locate in Reno, Kingman, 
Stafford, and Pratt counties. Any in- 
formation desired I will cheerfully give 
if I can. You will find my home on the 
fifth parallel, section 6, town 26, range 8 
west—27 miles south-west of Hutchinson 
and 18 miles north-west of Kingman. 
Address, Bone Springs, Reno County, 
Kansas. Henry Cote. 
a aera ae ee 8 
STRANGE ‘THINGS.—J/ary. We have 
no record of Jesus ever calling Mary his 


mother. We have but two instances of 
his mother ever speaking to Jesus; ana 
but three of his speaking to her; and 


only once during all his earthly lite of 
her speaking to others of him ‘Then 
she said: ‘‘Whatsoever 4e saith into you 
do it.”” N. SUMMERBELL. 





We respectfully call the attentién of every 
subscriber to the seed advertisement of James 
J. H. GREGORY, Marblehead, Mass. His large 
and complete catalogue is sent free. 

a > wee em 

NEW CHANNELS FOR PROFITABLE BUSINESS. 
—The remarkable developments in electricity 
within a comparatively recent period, has 
opened up many new avenues of profit and 
comfort. One of the latest phases in this line 
has been adapted to practical and popular use 
by FREDERICK LOWEY, the enterprising elec- 
trical manufacturer of 96 and 98 Fulton Street, 
New York, whereby he brings a complete 
model incandescent Electric Lamp within the 
reach of all, and also produces a superior 
Plating Battery with instructions for operating 
by amateurs, which will secure a 
business income on very slight investment. 
For family or experimental purposes alone, or 
as a practical, scientific and business educator 
to the young, these articles are worth several 
times their cost, outside of any profit that can 
be made, and the manufacturer is certainly 


handsom<¢ 








entitled to much credit for placing them 
within popular reach. 

Few people are 

aware how. easily 

Ridge’s Food can be 

—— A house- 

eeper need never 


be at a loss for des- 
ert, if there is a can 
of Ridge’s Food al- 
ways in the house 
Recipes for Puée- 
dings, Custards, ar d 
Blane Mange with 
each can. Ridge’s 
Food is now kept 
by many grocers. 
In cans, four sizes,— 
3h¢., 65e., $1.2) and $175, No. 4 size cheapest for 
regular family use. Remember, Ridge’s Food 
does not tax the digestive organs. WOOL- 
RICH & CO., Palmer, ne on label. 


25 c.. 4for 50c. Order now. 


ROSES! Wm. B. REED, ae Pa 


PLANTS AND » SEEDS, 


Our ILLUSTRATED CATALOGUE w i tell 
yon how Safely, Easily and C heaply you can 
uy them. Address, HARRY CHAAPEL, 

WILLIAMSPORT, PA 


Book of Flowers Free. 
MUNN & CO., of the SCIENTIFIC AMERICAN, con- 
ue to act as Solicitors for Patents, Caveats Trade 
aares, Co} pieme, ° for the United States, Can 
land, han Germany, etc. Hand Book abou 
nts sent free. Thirty-seven ears’ experience, 


Patents obtained throug & CO. are noticed 
(a the SCIENTIFIC AMERICAN, the largest best, an 





Druggists alw ays sell it. 





samr.s with Se, 








ost widely circulated -scientific pa $3.20 a year. 

eekly. lendia engravings an interest in- 

rmation. -bpecimen copy.o of the Get jeatise mer- 

2 > Address M oO 
AN Office, As ectecs., New York, 

¢ 


OUR ILLUSTRATED CATALOGUE FOR !885, OF 


“EVERYTHING FOR THE CARDEN.” 


full of valuable cultural directions, containing three colored plates, and embracing 


everythin: 


to cover postage (6 cents). 


new :1d rare in Seeds and Plants, wil! be mailed on receipt of stamps 
To cistomers of last season sent free without application. 


PETER HENDERSON & CO., 


35 & 37 CORTLANDT STREET, NEW YORK. 


~ THE PILLOW-INHALER! 


THE PILLOW-CURE, OR 
All- ieee Inhalation, 


Cures CaTARRH, BRoN- 
cHiTIs, ASTHMA, and 
ConsuMPTION by apply- 
ing Medicated and Cu- 
rative Air to the mucous 
lining of the Nose, 
Throat and Lungs ALL- 
Nigut—eight hours out 
of the twenty-four— 
whilst sleeping as usual, 
‘ : and without any discom- 
(The above Picture shows a person fort. Perfectly safe and 

using the Pillow-Inhaler.) pleasant. Used the same 
asanordinary pillow. No pipes or tubes. Concealed reser- 
voirs in the Pillow hold the liquid and volatile balms. 




















a powerful healing 
balm or salve on the 
the pale of hope. Mr. H. G. Tex, 50 Bryan Block, Chicago, 
Ill, says: ‘I suffered fifteen years from a severe case of Catarrh; 

the PrtLow-INHaLER where there is the least hope of a cure.” 
Mra. M. I. Cuapwicx, Richland Centre, Bucks Co., Pa., says: 
Chicago, (Central Music Hall,) State and 

Randolph Streets. 


There is no dosing the stomach, no douching or snuffing, 
inflamed inner coating 

coughed incessantly day and ‘night. I bought a Prttow-InHaLeER, 

“T bad Catarrh for years, and was going into Co usumpti¢ om. The 


but, just as a smoky 
lamp will leave a de- 
posit on a whitened 
CATARRH. 2 wall, so the PILLow- 
INHALER, for eight 
BRONCHITIS hours at atime, spreads 
e 

CONSUMPTION. of the diseased air-sur- 
faces, from the nostrils 
to the bottom of the 
lungs, and hence into the blood. Itisa constitutional and 
local cure at the same time. Unlike any other treatment 
ever known heretofore, it cures cases apparently beyond 
and since using it my c ough is gone ; my lungs are no longer we ak 

and sore, — I am in better health than I have been for years. 
Rev. A. N. Dantes, West Camp, Ulster Co., N. Y., writes: 
“Thave ate the Prttow-I nHaver for severe trouble in my throat 
and bronchial organs with the best results, and I say to others 
I believe all Bronchial Affections and Catarrh can be cured by 
Prttow-INHALER has wrought such a cure for me that I feel 

I cannot do too much to spread the knowledge of it to others.’ 
Explanatory Pamphlet and Testimonials sent Sree. 

THE PILLOW-INHALER CO. : 
1520 Chestnut St., Philadelphia, Pa. 
fue w York, 25 East Fourteenth Street 

oo 50 cts. and symptoms for Trial Treat- |} 
oe to last 20 days, by mail post-paid. { 
Which will convince the most incredulous that Dr. Brocking- 
ton positively and permanently cures at small expense, by a 
ae treatment,.the worst cases of Catarrh, though the 
pones of the nose have become affected, causing Loss of Smell! 


BRANCHES: 





Offensive Breath, Sore Throat, Deafness, Hay Fever, Cough, 
Bronchitis and Incipient Consumption. No Snuffs, washes 
douches, inhalers or atomizers used. Over 7000 cases cured. 

The best internal treatment ever discovered for this dangerous 

disease. Address Dr. C. N. BROCKINGTON, 

(Mention this EE } 309 Fourru Avenus, Louisvitte, Ky. 
out doubt treated and cured more 
cases than any other living phys- 

iclan, His success has simply been astonishing; we have 
heard of cases of over 20 years standing cured by him, he 
uaranteesa cure.” Large Bottle and Treatise sent free. 


ive P. O. and Express address t« 


Dr. AB. MESEROLE, No, 96 John Street, New York 


CONSUMPTION. 


I have a positive remedy for the above disease; by its 
use thousands of cases of the worst kind and of long 
standing have been cured. Indeed, sostrongis my faith 
in its efficacy, that I will send TWO BOTTLES FREE, 
together witha VALUABLETREATISE on this disease 
to any sufferer. Giveexpressand P O addr: ss. 

DR. T. A. SLOCUM, 181 Pear! St., New York. 


AGENTS WANTED wi? Sook. THE 


COMING CREED 


Qhal. A Volee Crying In tho 
bee Dy ORE Ps Gerhard. All thinking people 
want it. Everybody reads and quotes ft. There has been 
nothing like it before in the history of book making. Authors, 
Teachers, Studenta, Business Men, Clergymen, Lay- 
men, Atheista, and Agnostics acknowledge it the great 
literary work of the century. See press notices everywhere 
Issued in one octavo volume of 526 pages, with portrait of the 
author, Price @2.00. Trade edition in paper at $1.25, 
helps to create demand for the handsome subscription edi- 
tion. A copy post-paid, on receipt of price. Outfit for agents 
€1.00. Liberal terms. Circulars for stamp, Address 


W. H. THOMPSON, 404 Arch St., Phila., Pa. 


‘S1 SEEDS FREE 


Toany person sending us 50 eents for one 
year’s subscription tothe Rural Home, and 
7 cts. to help pay postage, packing, etc., we will 
send the Ten Packets of choice Vegetable 
seeds named below free. We make this offer 
to induce you to becomea regular subseriber to 
the Rural Home, and to test the value of our 
seeds (specially grown for our use). Following 
are the seeds we offer: Early Orheart Cabbage, 
Imp. Blood Turnip Beet, Livingston’s Perfection 
Tomato, New Tialian Onion, Karly White Turnip, 
Karly Montana Sugar Corn, New Perpetual Let- 
tuce, Premium Green Pea, Valparaiso Squash, 
New, Im p., Large Sugar Parsni WwW - want ev- 
ery farmer and gardner in the U.S. to give 
these seeds an honest and fair trial. They are 
warranted to be of the very_best quality, true 
to name. fresh and pure, and of the growth of 
1884. Full directions forcultivating on every 
package. Address 

HE RURAL HOME, Philadelphia, Pa. 


& Leading London Phys. 
ician Establishes = 
Office in New York 
From AM. JOURNAL OF MEDICINE 
‘*Dr. Ab Meserole, who makes 
aspecialty of Epilepsy, has with- 
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A PRITE «cs Send six cents for postage, 
ceive free, a costly box of 
will help you to more money 
in this world. All, 
| of either sex, succeed from first hour. The 
broad road to fortune opens before the workers 
absolutely sure. At once address, TRUE & Co. 
Augusta, Maine. 


Christian Publishing — 
Cor, Sixth aud Hain Sts, AMS, Dayton, Ohio, 





Publishers of 


Herald of Gospel Liberty, 
p2.00 per year in advance.) 


Sunday School Herald—Glad Tidings, 
iv cents each per year, single copy.) 


Little Teacher, 
(12 cents per year, single copy.) 
The Bible Class Teacher, 
(See Publisher’s Department.) 


The Iutermediate Lesson Leaf, 
See Publisher’s Department.) 


BIBLES of all sizes, and in every style and 
price of binding. These Bibles should be ex 
amined, as they are really first-class. 

RELIGIOUS WORKS-Autobiographies and 
Memoirs of eminent men and women in the 
gospel work. Notes and commentaries on 
the Scriptures by the best theologians of the 
world. Sermons by great thinkers. Hymnats, 
Tracts, Treatises, Sabbath-school Libraries, 
and other religious literature. 


ALBU MS—A superb assortment of imported | 


goods from Germany, They can not be ex- 
celled any where, and in design and finish are 
the most beautiful ever brought to Dayton. 


STATIONERY—No better lines of fiat and | 


folded Writing Papers were ever before offer- 
ed to the public. Some new and superb de- 
signs for ladies. Note Heads, Invitations, 
etc. These goods are made of the finest ma- 
terials, are tasty, very fashionable in refined 
circles, and just what every lady shouid 
have. 


A Splendid Line of Sabbath-School Cards. 


Job Printing Department. 


We would invite attention to the Job Print- 
ing Department of our Publishing House as 
being provided with the latest and most ap- 
proved machinery and materials, and employ- 
ing eminently competent workmen, thus as- 
suring every variety of Printing to be executed 
in asuperiormanner. The style and finish of 
our work is not surpassed anywhere, and our 
best endeavors are used to give satisfaction. 


Commercial Printing. 


Particular attention is given to Commercial 
Printing. 
types and ornaments specially adapted to this 





class of work. Ouraim is to meet any demands | 


that may be made, and all desirable novelties 
are added to our materials as fast as they can 
be utilized. 

Weare able to fill orders, on short notice, for 
all kinds of Bill Heads, Bills Lading, Letter 
Heads, Note Heads, Statements, ete. Our Ruled 
Stock embraces all the best styles and ‘brands 
of Linens, Antiques, Granites, and White and 
Tinted Writing Papers. 

Flat Papers of all sizes, styles, grades, and 
weights. Notes, Drafts, Checks, Orders, Re- 
ceipts, ete., printed with the utmost prompt- 
ness. 

Every variety of Card Sheets and Cut Cards 
on hand—all new and popular goods. Also, a 
large assortment in all colors and tints, of 
Railroad, Tough Check, Tag Board, China, En- | 
ameled and Show Cards. 

Tags and Labels of the various sizes and 
styles known to the trade constantly in stock. 
We are prepared to print theminany quanti- 
ties at reasonable prices. 


Book*»a Pamphlet Printing 


Our facilities for doing fine Book and Pam- 
phlet Printing are not surpassed in the West. 
The excellent character of our work in this 
branch is well established. The high reputa- 
tion of the Christian Publishing House for fine 
Book Work will be maintained. Any new and 
desirable features that are brought out in the 
march of improvement we shall always secure 
and put into use. Blank Books and Book 
sSinding of every description done on short 





notice »* reasonable prices. 
Calls for estimates and orders for work re 
apectfally solicived. 


A. W. COAN Agent. 


We have some new and beautifui | 





3 ‘Denominational Works. 


History of the Christians. By Summerbell.$3 00 
Millard’s Life and Writings. By Millard... 1 25 


| 





Autobiography of O. P. Alderman. By O. 

P. Alderman........... ahatpucdielnnhaddbidadicic alata 1 25 
Plummer’s Debates. By Plummer............ 75 
Materialistic Evolution. By Warren Hath- 

away. Per dozen, 40c; single copy........... 5 

;}Communion Wine; or, An Unfermented 

Cup. By Albert Dunlap..............c.cc-ccccceses 10 
Names and Titles of Christ. By Maple...... wD 
Positive Theology. By McKinney. Cloth 

ING I sancstnis etincintisteenninslion Hand 25 
Life of Elder M Baker. By J. Ellis ..... 15 
Reconciliation. “By IS sc scnicscaicamtivinpinsinia 25 


Life and’ Labors of W. B. Wellons. 
We Go ie ee 
Family Prayers. By J. Wellons....1 : 
Memoir of Rev. T. Henry. By Mrs. P. A. 
EG asain cc settinhaiaccinssttudatichgdtcetbectvcgs a 
Gospel Sern ‘ ristian Ministers. 
i Pe Li | Sa Se eae 
Memoirs of Deceased Christian Ministers. 
Oy Tin We. PROG isos essence ssnssssscenetines 1 00 
Heavenly Recognition. By T. M. MceWhin- 
ney. Per dozen, $ $6.00; single copy......... 65 


by J.W. 








Miscellaneous. 


The Theory of Preaching. 
Men and Books. Phel ps. 
Homiletie Cyclopedia ...... 
Noble Women of Our Time.. 
The Faiths of the World.. aa 
Thoughts on thé Holy Gospe hs — 
Cy elopedia of Practical Iho 
( ‘hristian Baptism. J.G. 
Life of Christ. Farrar.................. 
| Frederick W. Robertson’s Sermons.. 

| A Hawk in an Eagle’s Nest. Richmon 
| Webster’s Unabridged Dictionary. 

| Commentary on the New Testament. 
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A. Livermore. 6 vols .780 

| The New Record and Minute Book . 1 75 
Authorship of the Mosaic Pentateuch. RB. 

Tig RONNIE psec ace treread lee teat ees 25 


Historical Text Book and 
Geography. L. Coleman... 
Truth and Errors of Orthodo J.F.Clark. 
Steps of Belief. J. Freeman Clark....... 
Christian Doctrine of Prayer. J. F. 
| The Ten Great Religions. J. F. Giark. 5 
| WON OF Ca drscrcctticcinttactnchetercncetiien 
Proof of Christ’s novennee tion from a Law- 
| yer’s Stand-point. harles R. Morrison.. 
The Early Days of C nristianity: F.W. Far- 
rar, DL. D., F.R.S. 2 vols., octavo, with 
notes, appendix, ete. , $5.00; a cheaper edi- 
tion in | vol., with notes, ete.,.....0............ 
The Harmony of ~~, a with Science. 
Samuel Kinns, Ph. D., F. R.S. One vol., 
large octavo, over 500 te auges, 110 illustra- 
tions, extra cloth, beveled, gilt top... d 
| Christ and His Salvation. Bushnell.. 
| Sermons for the New Life. Bushnell. 
| Discussion of the Trinity between Rev 
| Tyler and Rev. 
| 








ese 














H. Lyman 30 
Silent Life. Kate M. Farlow... 1 00 
. -< Tracts. 
The Church of the Living God. Coan........ 00 
| Preach the Word. F. M. Iams..............c00 10 
| Quadrennial Minutes.............. $1.50 perdoz., 15 
A Sermon preached at the organization of 
the Christian Church at Springfield,Ohio, 
| by C.J.Jones. Bound, 50 cents per doz.; 
| unbound, OU OW aio nss sis ccivstcscniecigintigent 25 
Peter’s Keys. H. Beardshear. Per doz...... 25 
The Christians. J. W. Weeks. Per dozen. 
Se OOS GENO, CIID cnigaicintasscnccicésatentibenibiaie 5 
Biographical Sketch of Jeannie M. Jones, 
WEEE HOO acres setinceci tcticecnienann 15 








THE WAY OF LIFE. 


HTHE NEW SUNDAY SCHOOL SINGING BOOK 
For 1885. 
Edited - W.A. Caaen. 





—eaESeeee ~ 


The name of the book suggests the sentiment 
of the Hymns throughout, which points us to 
The Way of Life as taught in the Bible. 

1. It consists of new songs by authors of es- 
| tablished reputation, together with a number 
of the most popular hymn tunes of the church. 

2. Its topics are well chosen, applicable to the 
Sunday-school lessons, and valuable assistants 
in selecting suitable tunes for the central 
thought of the lesson. 

3. All the hymns are on the highest plane of 
Christian philanthropy, and eminently prac- 
tical for our daily life-work. 

4. The book is also well adapted for Gospel 
Temperance and Y. M.C. A. Social and Revival 
| meetings. 


5. All the melodies are arranged within the 
compass of children’s —_ es, and the parts are 
nicely harmonized. Spécial attention has been 


given to phrasing, so that the voice breathes 
out the melodies naturally, with grace and 
ease. 

6. The book is printed on —— faced plates, 
with large, clear type, and the quality of the 
paper isa handsome finished toned book pa- 
per, and contains the usual number of pages— 
160. 

Price to Sunday-schools, $25 per hundred; 
$3.60 per dozen; single copy, 35e. 

One sample copy mailed on receipt of 35 ets. 
Postage stamps will answer. 


Christian Publishing House, 
A. W. COAN, Agent, DAYTON, OHIO, 
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Bro. Draper reports the meeting at 
Hope (T. C. Jackson, pastor) met with 
but limited success owing to sickness, 
death, bad roads, and intense cold. He 
also reports the death ot Bro. John Colli-| 
son of Hope Church as occurring Sunday, | 
January 18th. Deceased was buried 
Tuesday, the 20th. The funeral was con- 
ducted by Bro. T. C. Jackson, under any 
but favorable circumstances. Just as the 
brother was about to preach (in the En- 
bury M. E. Church). the cry of fire rang 
out, and, to the consternation of the large 
audience present, :it was ascertained that 
the building was really on fire. The 
house burned to the ground. No one 
hurt. Services were brought to an abrupt 
close, every one taking care of self. Let 
us insure all our churches, for the fire 
fiend is no respecter of property, nor of 
persons, nor of burial services. 

Bro. Draper is now with Bro. T. C. 
Jackson at Christian Chapel. May suc- 
cess attend their joint efforts at that place 

Bethel Church will lose several! influen- 
tial members in the removal of Brothers 
O. H. Holmes, J. Griffin, and J. F. Allen- 
dorf, all of whom are bound for Kansa:. 
We wish these brethren success in their 
new home. 

Bro. J. Green is meeting with good suc- 
cess in his work at Poage Church. Souls 
are being born into the kingdom under 


his untiring labors. ROBERT HARRIS. 
Urbana, [llinois, February 5, 1885. 





NORTH RUSH, NEW YORK. 


The Christian Church at North Rush, 
N. Y., granted to its retiring pastor, Rev. 
J. W. Lawton, at its regular ‘‘monthly 
meeting,’ held January 31, 1885, the tol- 
lowing tribute of regard and letter of 
commendation : 


WHEREAS, Rev J W ‘Lawton has de- 
terminea to conclude hi- pastoral relation 
with the Christian Church at N rth Rush, 
N Y.,on the last Sabbath in March nex'; 
and, whereas, he has served us as pastor 
for neariy fuur years, with a commendab'e 
faithfulness and marked ability, creditable 
to himself as it has “been satisfactory 
and helpful to us; therefore, 

Resolved, That weexpress our deep re- 
grets that he has decided to di continue 
his efficient labors among us, and that we 
grant to him this merited testimonial of 
regard and letter ot commendation. We 
chee: ful'y commend him to the church of 
Jesus Christ scattered abrod, and to the 
churches of the ‘Christian Orde’ in par- 
ticular, as aremerkably ‘clear heaced” 
and fircible speaker, possessing a rare 
ahi uy to engage and retan the attentiqn 
of his audience by his superior flights of 
impassioned eloquence. 

Done bv vore of the Christian Church 
at North Rush, Monroe County, N.Y, at 
its regular monthly meeting, January 31, 
1885. 

The above preamble and resolutions 
speak justly and place Rev. Lawton 
among the number of our most talented 
ministers who may be secured by churches 
desiring pastors. His address is Claren- 
don, Orleans County, N. Y. 

The church at North Rush has ex- 
tended a call to Rev. G. B. Fuller ot 
Naples, N. Y. ae 

7 ae 

Satan selects his disciples when they 
are idle, but Christ chose his while they 
were busy at work, either mending their 
nets or casting them into the sea.—Faren- 
don. 





If you want to be miserable, think about 
yourself, about what you want, what you | 
like, what respect people ought to pay you, | 
and what people think of you,— Charles 
Kingsley. 









HERALD OF GOSPEL 


Chronic Dysentery. 


Mr. James Brannan, Second avenue, 
Pittsburgh, Pa., writes : “ For two years 
I have been constantly troubled with a 


had, on an average, from twenty to 
twenty-five passages every twenty-four 
hours, and every one bioody. I iad 
thofoughly tried all the prominent phy- 
sicians in Pittsburgh, was twice in the 
West Penn Hospital, the first time thir- 


chronic diarrhea, or dysentery, having | 


-teen weeks, and though I left it mack 


better, vet in five davs I was as bad as 
ever. I then tricd two other great doc- 
tors in this citv, and one of them finally 
assured me I was not long for this world, 
and advised me to write to my friends 
about it. I next went to Dr. Hartman, 
without the least confidence that he could 
do anything for me. He examined me, 
smiled, and said, he could stop the bloody 
discharges in less than two weeks, which 
he did with Peruna, and I have now 
been entirely well for several weeks, and 
never felt better in my life, though I am 
still taking his Peruna. I will take it 
whenever I[ need medicine. 

Mr. Patrick Burns, Pittsburgh, writes : 
“T have suffcred intensely from piles and 
chronic diarrhoea. I was treated by five 
of the best physicians and surgeons in 
the city of Pittsburgh, and with all grew 
constantly worse. Finally three of them 
said my only hope was an operation. 
This frightened me, and I went immedi- 
ately to Dr, Hartman, who has entirely 
cured me with Peruna, I have been at 


- work now for three months, and never in 


my life felt better. Call and see me at 
corner of Twenty-seventh and Mulberry 
streets, Twelfth ward, Pittsburgh.” 

:Mr. Patrick Cunningham, 5, S., near 
Sidney street, Pittsburgh, Pa., writes: 
“ For five years I have suffered inexpress- 
ibly from internal and external piles. I 
have tried the best physicians of Pitts- 
burgh and Allegheny without relief. I 
went to Dr. Hartman, who cured me 
without detention from work with Ps- 
RUNA.” 

Charles Frank, of Efmrichville, —. 
son county, Ohio, writes: “I had piles 
and fistula in ano for four years, I had 
suffered constantly with a discharge of 
matter from the parts, and sometimes 
from the contents of the bowels through 
it. I could not have borne it much 
longer, I had heard so much of the ill 
effects of a knife operation that I resolved 
to go to Dr. Hartman. | He ridiculed the 
silly idea of cutting it, and at once per- 
formed his own original operation with- 
out the knife, and without pain. Iam 
thoroughly cured, thonzh of course I took 
PERUNA.” 


Will purify the BLOOD, regu- 


late the LIVER and KIDNEYS. 
@ RESTOKE THE HEALTH 
ana VIGOR cf YOUTH, D 
pepsta, Want of Appetite, 


digestion, Lack ot Strength, 
and Tired Fecling absolute ‘¥ 
cured. Bones, muscics an 

nerves receive new force, 

Enlivens the mind and 

Es pup pics Drain Power. 

LA D . e S$ Suffering from complaints 

ecullarto their sex will 

find in DR. HARTER’S IRON TONIC a afe and 

speedy cure. Gives a clear, health vomplexion, 

Frequent attempts at counterfeiting only add 

to the popularity of the original. Do not experi- 

ment—get the ORIGINAL AND BEST. 

Send your address toThe Dr. Harter Med.Co. 

St. Lonis, Mo.,for our “DREAM BOOK.” 

Fuiiof strange and useful infori.ation, free. 





EILER'S NEW TESTAMENT 
MAP OF PALESTINE, 
AND MAP OF CITY OF JERUSALEM. 


36 by 48 Inches. 


Largest and Best Map Issued for the Price. 


Carefully prepared according to Wilson, Kei- 
pert, Menke, and the latest surveys of the En- 
glish and American Palestine Exploring Ex- 
peditions. 

Large, bold type, table of distances, length of 
rivers, height of mountains, etc. All places 
mentioned in New Testamentshown; where 
doubt exists as to location, so designated; a 
system of concentric circles, by which any 
place can readily be found. Sent prepaid on 
receipt of price. 

On fine, white muslin, countries colored...$1 50 
On white paper, countries colored, mount- 
ed on rollers, and varnished, only......... 2 00 


Address A. W. COAN, Dayton, Okie. 


LIBERTY 


DR. J. H. M’LEAN’S 


Homoopathio > 


Liver & Kidney Balm, 
The Most Wonderful 
LIVER AND KIDNEY CURE 
In the World. 
see ripen aia re tease 


8, such as 
In fo nmation, Fevertsh Irritation 





KIDNEYS, LIVER OR BLADDER. 
THERE 18 NO MISTAKE ABOUT IT! 


HH. M'Lean’s HOM@OPATHIC LIVER AND 
KIDNEY BALM will cure you. 


We have thousands of certificates, but add only two: 

I. C. Harris, Lloyds, W. Va., says: * Dr. J»H. M'Lean's 
Homeopathic Liver and Kidney Balm cured me of Nervous 
Prostration of five years’ standing.” 

Mrs. C. B. Wilson, Toronto, Canada, writes: “Dr. J. H. 
M'Lean's Stren hening Cordial and Blood Purifier, and Dr. 
J. H. M'Lean's —— Liver and Kidney Balm have 
completely cured me of derangement of the natural functipns. 


Price $1 per Bottie; Six Botties for $5. 
DR. J. H. M’LEAN, 
Cor. Broadway and Biddle, St., St. Louis, Mo. 


DR. J. H. M’LEAN’S 


Homeopathic Liver -and Kidney Pillets, 


They are little white pillets, sizeof a pin head. but they 
perform wonders in cleansing the Bowels. When the 
stomach, bowels, liver and kidneys are in an unbealth 
condition, there is generated Bacteria (Animalculs), 
which if not —— produce various forms of or- 
cauic disease, Dr. J. H. M*Lean‘s Liver and Kidney 
Pillets will destroy and remove these terrible parasites 
and cure all troubles of the liver kidneys and urinary 
organs by effectually removing the cause of all der 
yangement of their natural functions. and taken with Dr. 
J. Hi. M*Lean’s Liver and Kidney Balm, has cured thou- 


sands of cases of 
Bright's Disease, Catarrh of the Bladder, Brick Dust 
Deposit, Irritat of the , Costiveness, Colic, 

Turbiad, Frothy Urine, 


Dr. J. 


«Gravel, Renal Stones, Thick, 
Pains in the Region of the Liver and Kidneys, Piles, 
also loss of nervous power, One of these little pillets 
taken every night before going to bed will uce an 
easy evacuation of the bowels and bring the natural 
functions into a healthy and regular condition. 

Dr. J. H. M*Lean’s Liver and Kidney Pillets cost 25 
cents each vial, and can be sent by mail, One dosen 


for $2.00. 
DR. J. H. M’LEAN, 


Cor. Broadway and Biddle St., 8t. Louis, Mo. 





Send For My Free Catalogue of 
Dr. J. H. M’Lean’s Own SELECTED 


Field, Farm, Garden & Flower Seeds, 


Febrnary 19, 1885, 





DR. J. H. M'LEAN’S 


TAR WINE BALM, 


A sure cure for all 


THROAT AND LUNG 


DISEASES. 


de, Coughs, Hoarseness, 
re t, Loss of Voice 
Influenza, and all such Throat 
Troubles yiela instantly to its mag- 
meena ical and soothing influence, 

r 8, Bronchitis, Quins sthma 
and Consumption, Dr. J H. ney we Wire 
Bam is the only remedy that will give sure relief. It 
bas cured Lung Diseases where all other remedies have 
failed. Why will you suffer from Throat and Lua, 
Troubles when such ‘a Fieneant remedy is offered you 
For Croup it 1s a dive specific. For Singers and 

ers the TAR WINE BALM is an absolute necessity. 
othing has ever been discovered which will give such 
immed. relief. and ft will positively oure Throat 


Troubles. Dont DeLay. 
Stop That Cough! 
4 





Cure That Bad Cold! 


Those whose Lungs and Throats are sore, hard an 
dry, will realize the soothing effect of a singte dose of 
Dr. J. H, M’Lean’s Tar Wine m, and to 
give all doubting skeptics achanceto be assured of its 
wonderful soothing and miraculous virtues, I have put 
up Trial Bottles, costing only 25 cents per bottle, Every 
dealer in the United States should have them. Yf they 
have not, please ask them to send for a dozen as a test. 
Every one trying that 25-cent size will be convinced of 
the miraculous benefits they will receive from taking 


Dr. J. H. M’Lean’s Tar Wine Balm. 


Cold in your Head, tickling in the nose, forehead and 
throat; you have Oatarrh ; get a box of Dr. J. H. M’- 
LEAN‘s CATARRH SNUFF and use once a day, besides 
taking Dr. J. H. M*Lean’s Tam W.iNE BaLM to heal 
your and Lungs. 


Price of Trial Botties 25 Cents Each. 


I can send them only by Express. If you will send me 
$2.00 or that amount in postage-stam 
one dozen, freight — = ie 
Large Bottles, which contain six 

the 25-cent size Bottles : Saree 00 
Or six Botilesfor - - ~ - - 60 

After using Dr. J. H. M’LEAN's Tarn Wive Baty 
let me hear from you. Prepared by , 


DR. J. H. M’LEAN, 


Cor. Broadway and Biddle St., St. Louis, Mo., 
Proprietor of DR. J, H. M'LEAN'S 


WONDERFUL STRENGTHENING CORDIAL AND BLOOD PURIFIER. 
which has rescued thousands upon thousands from the 
gore giving them nerve, vital life, strength and pure 


* I would not take $100 for the benefit one bottie has 
given me. I. Corey, 
T. W. Yowell, Dudley, Ul., writes: “Dr. J. H. M'- 
Lean’s TAR WiNE BALM is the only medicine which 
gives me relief. I have had Bronchitis for many years.** 
T J. Phil ips. Reed. Miss., writes: *Dr.J H M*Lean's 
Tar Wine Balm gives the it satisfaction here. It 
has no equal for coughs, colds. etc., and in croup it is 
certainly a wonderful remedy. ** 
Thousands of letters come to me, all proclaiming the 
miraculous merits of Dr. J. H. M* Lean’s Tar Wine Balm. 





BELLS. 


Baltimore Church Bells 





Since 1844 culebrateo for Superiorit 
remade only of Purest Bell Meta » (Copper a 
pv) Rotary Mountings, Warranted satis! . 
‘or Prices, Circulars. &c.. address BALTIMORE Be: 
oonony, J. KEGESTER & SONS, Baiumore, 


BUCKEYE BELL FOUNDR} 


Beis» of Pure Copper and Tin for Churens, 
Schools, Fire Alarms Farms,etc, FULI- 
WARRANTED Catalogue sent Free 


VANDUZEN & TIFT, Cincwnst: 


McShane Bell Foundry 


Manufacture those celebrated Bells 
and Chimes for Churches, Tower 
Clock s, &c., &c. Prices and cata- 
logues sent free. Address 

H. MSHANE & CO.,, Baltimore, Mad, 

















BARNES’ 


Patent Foot and Steam Power 
Machinery, Complete outfita 
for Actual Workshop Business. 
Lathes for Wood «r Metal. Cir 
cular Saws, Scroll Saws, Form- 
ers, Mortisers, Tenoners, etc., 
ete. Machines on trial irdesired, 
Descriptive Catalogue aud 
Price List Fre. 

W.F. & JV2i¢ BARN Ra, 
Vockford, ELL. 
121 Ruby de. 


INDELIBLE INK. 


No preparation and only a 
umes pe needed. Estab- 
lished Years. Repertes 
ular for decorative work on linen. Keceiv 


an ip 
Centennial Medal & Diploma. Sold everywhere. 


No.. 














ARLOW’S INDIGO BLUE. 
Its merits as a WASH RLUE have been fully tested and in- 
dorsed by thousan is of housekeepers. Your Groces 
ought to have it on sal: (7 Ask Him ror It. 
D. & WILTBERGER, Prop'r, 245 \. Second St., Philadelphia, 


ANYBODY can take PHOTOGRAPHS with the 
New Model Camera. Price $12. Send 2c. stun; @ 
for book of instructions, CAMPBELL & Co., 
Zanesville. Ohio. 


$6 


A Month ¢ Board for3 live youn 
Men or Ladies in each county. Ad- 
dress P.W. ZIFGLER, Plailadelphia. 











BE Sor erty Re IRA TLANTA, 
pleeopy sent free. Agents Wanted. a Georgia. 








$100 to $200 per m 
sand Bibles. Write is 
, Oluhe. 





Good Pay for Agents. 
wade ceiling our Fine Book 
OC. MeOurdy & Co., 


ieee eee tigen snatnininemanaaaitaai 
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AMERICAN 


ELECTRIC LAMP. 


A MODEL. 


large Size {1.00 Small Size 60¢, 





The Electric Lamp is one of those useful ar- 
ticles desired in every family. There is noth- 
ing to »xplode or dangerous in its construction, 
while it is simple and exes to manage. Its 
light is genernted hv «'eetrie ty at small ex- 
pense, The ‘nzandescent Elect 1c Lamp con- 
sists of Stand, Globe, ris. ins curner, and Double 
Electric Generator; with fuii instructions for 
putting in operation. Either size mailed on 
receipt of price by the manufacturer. 

' FREDERI¢K LOWEY, 
P.O. Box 1322. £6 & 98 Fulton St., New York, 

N. B.—Estimates furnished for factory 

church, residence, and municipal lighting at 


lowest cost, and all kinds of electrical work 
undertaken by contract. 








Valuable New Publications for sale by 


THE CHRISTIAN PUBLISHING HOUSE, 


A. W. Coan, Agent, Dayton, Ohio. 


INTERNATIONAL 8. 8. WALL MAP, A. 


(40x60. Showing the western half of the 
Scripture World, the countries of Asia Minor, 
Greece, Province of Achaia, Italy, Macedonia, 
Isle of Malta, Cyprus, and a part of Palestine, 
and by colored lines illustrating 


THE JOURNEYS OF ST. PAUL, 


with table of places visited by the apostle in 
his various circuite, and a chronology. Com- 
piled from the great works of Conybeare and 
Howson and Thomas Lewin. Sent by mail on 
receipt of price. 


Plain black, on cream-tinted paper... 
With colored lines, showing the a 0” 
various journeys, cream papeT...........-~ 1 

On white paper. mounted on muslin, and 
varnished, countries colored. (Can be 30 
aoned Oralgy DG/ CGI ORE) ......scererserereeesenennenenner 
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Febroary 19, 1885, 


An Apvertistnc AGENCY. 


We receive and keep on file over 12,000 Mewepapare pul 
lished in every State and Province in America. Over 
3000 Daily ey sap alone arrive every morning. Each paper 
is examined by careful clerks and the insertions entered 
in record books. Under our system an advertiser is 
sure to receive the full value for his money. 


We publish the “‘ American Jimospaper Catalogue,” a 
volume of goo pages elegantly bound in cloth, and con- 
taining a complete list of the publications of every char- 
acter in the United States and Canada. On one line we 
give place of publication, name of paper, class or de- 
nomination, age and circulation. .In it are catalogued 
14,000 periodicals. Sent free on receipt of $1.50. 


Newspapers. 


Catalogue. 


. We can secure the prompt insertion of any adver- 
Advertisement tisement in any publication at the lowest attainable 
@ prices. We keep constantly invested over $200,000 **in 
space’’ inthe best lines ef newepapere, Our special 
lists of Papers will be fewnd especially useful in 

making up lists for pushing any special lines. 
os 
Our Lists. 


We have,for the convenience of advertisers,made up our 
Religious Liat containing the names of all the leading 
denoimnination:l papers -vith prices. Our Agricultural List 
containig the names of all the prominent agricultural 
papers with prices. Our Local List of 1,300 County and 

ity Weekhics and Dailies, arranged by States with 
publishers’ prices and the prices at which we can inserr 
advertisements. These Lists ere mailed free on appli- 
cation. 


We will tursisn to any repateMe advertiser who. will 
apply, an estimate showing exact cost of any proposed 
line of advertising, and when desired, will make up 
lists and write advertisements, provided the amount de- 
sired to be expended is named. We have had a wide 
experience, and can suggest linesof papers best ad- 


Estimates. 


HERALD OF GOSPEL LIBERTY. 


(15) = 127 


ARRIVAL AND DEPARTURE OF TRAINS AT 


UNION DEPOT, DAYTON, OHIO. 


Taking Efect November 30, 1884. 
























Weekly. 50c. per-year. 


EDUGATO Free trial 1 month 


837 Valuable 300 p.book in newspaper form.“®a 


Keautitul embossed cover with gilt clasp sent 
with first number to YEARLY subscribers. At 
the end of the year a complete index is sent. 

A good paper one vearand a useful book after 
it has expired for 50 cents! The reading mat- 
ter, Valuable lessons, tables, recipes, scientific 
ind practical information, will have a perma- 

sent value. Supplemental fuli-page engrav- 
ings of notable scenery, structures, prominent 













Cincinnati, Hamilton & Dayton. 


Trains Leave Going South. 











public officials, ete. New York Express, _ *3 30am 
Address ‘THE Epvucator, Jackson, Mich. Poledo and-Detroit Exp., fs 
Cincinnati and Dayton Express... 645am 
_ LL LL | CHCA 20 SOWeGO bepress 
New York and St. Leuis Pap. ; j - 14pm 
| Detroit and Toledo E.xpress........ 00... 440pm 
New York and St. Louis lim. Eap...... *6 30 pm 
z Cincinnati Sunday special 440pm 
roa . y ; Trains Arrive jrom the South. 
Cleveland, Ce ee & Indianapolis | pojedo and Detroit ACM crisis 910am 
y: St. Louis and New York lim. Exp...... *9 0 am 
New York Express, ’ 345 
i.ima, Toledo and Detroit Exp. f “7 °° P = 


Cincinnati and Dayton Express......... 74pm 
Polcdo and Detroit Express, } 
J 


The Great Central Trunk Line 


BETWEEN THE 


EAST = WEST. 


N. Y., P. & O. Express, 
Cineinnati Sunday Special... 
Toledo Sunday Special 


Dayten & Michican. 


Trains Leave Going North, 











. i r z aia 7 . Toledo and Detroit Express... 935am 

ee Se aon Serest Lime : a De- | i o1edo, Chicago and Ietroit Exp 30pm 

I . ; — Toledo and Detroit Express, “1130 pm 

CLEV ELAND Toledo Sunday Special...............ccccceee 640am 
i. i 


Trains Arrive from the North. 
Detroit, Toledo and Chicago Exp........ *315am 
foledo and Cincinnati Express. 5 
foledo and Detroit Mail 


BUFFALO, and 
NIAGARA FALLS 





P : . Offi apted to the wants of an advertiser. 
rinting Ce.w- keep constantly oa with the newest styles of 
1 


tvpe best adapted to t 
Send us your copy and we wil 
proof from type without extra charge. 


Our System. 


e Say of advertisements. 
return with estimate a 


Our organization for correctly following an adver- 
tisement in the newspapers is perfect,and our patrons 
ean be assured that correct work from every pub- 


ligher will be exaeted. 


furnis 


Payment. 


To 7 


able line of credit. f 
all the business we send them, and any advertiser can 


advertiser entitled to credit, or any one who can 
us proper references, we will extend any reason- 
Publishers pay us a commission for 


be assured of obtaining through us lower prices than 


can be 
do we 
rates. 


obtained from publishers direct. In no instance 
charge advertieess any addition to publishers’ 


Edwin Alden & Bro.. 


N.W. Cor. 5th & Vine Sts., 
CINCINNATI. 


140 Nassau Street, 
New YOorK. 


Newspaper Advertising Agents. 








SCHOOLS AND COLLECES. 


Union Christian College, | 
Merom, Sullivan Oounty, Indiana. 


Location picturesque. 

Religious influence unexcelled, 

Instruction thorough and practical. 

Course of study in each department complete. 

Ladies and gentlemen enjoy — privileges. 

ae large, well arranged, comfortably 
furnished, 

Tuition, use of reading-room and library, $2 
per term; incidentals $ per term. 

Boarding in private families, with furnished 
rooms, $3.00; in clubs, about $1.50. 

De nartments—Academle, Collegiate, Normal, 
Biblical, Musical, Drawing, Painting. 

Each department alive with interest, enthu- 
siasm, activity, spirit of progress. 

Fall term opens Sept. 2; closes Novy. 25. 

Winter term opens Nov. 26; closes March 6 

Holiday vacation from Dec. 25 to Jun. 6. 

Catalogues will be sent on application, 

Address business letters and those contain- 
ing money to Prof. B. F. McHenry, Sec’y; let- 

e ree tT 


ter tyne FO Vndee . 


Starkey Seminary 


CALENDA R FOR THE YEAR. 
Fall Term—Opens Sept. 1; closes Nov. 27. 
Winter Term—Opens Dec. 8; closes March 5, 
Spring Term—Opens March 16; closes June 10. 





This institution of the Christian denomina- 
pee offers first-class opportunities in each of 
t 


8 
SEVEN DEPARTMENTS, 
at very moderate rates of tuition; and employs 
a thoroughly qualified and efficient faculty of 
NINE TEACHERS. 
A more rr board of ‘instructors in propor- 
tin to the humber of students than most any 
9_her institution of its grade in the state. 
PROF. INGOLDSBY AND WIFE 
resume the charge of the boarding department, 
which is to be continued on the 
CLUB BOARDING 
lan, at an estimated cost of $1.60 per week, or 
86 per term of 13 weeks. 
THE AVERAGE EXPENSE 

per year (not including extra studies, as in 
music, art, etc.,) for tultion, room rent, inci- 
dentals, fuel, washing, and board, not to ex- 
ceed $120. 

For circulars or any desired information ad- 


cipal, 0. F. INGOLUDSBY 
Kddytown, Yates County, WN. ¥. 


[AnTIocHCOLLEGE, 


YELLOW SPRINGS, OHIO. 


ANTIOCH COLLEGE 


was re-opened by Its founders Sept. 13, 1882, and 
is now in successful operation. 


LOCATION. 

Yellow Springs Is situated 75 miles north-east 
of Cincinnati, on the Springfield branch of the 
Little Miami Railroad (P., C. & St. L.), and ir 
midway between Xenla and Springfield. 


EXPENSES, BOARD, &e. 


Students are now boarding ina club at $1.4 
per week. Food ts good, varied, well cooked 
and sufticient—probally the cheapest and best 
board at any college in America. 


Room, with stove a. d bedstead, is furnishec 
at $3.00 per term; tuitio 1,910.00 perterm. Thur 
a term of 14 weeks will cost: 

PRT BIO sec coceccc yee: 0: covcccccsevannsnecsecnel 

Incidentals ; 
Room rent. “s 
OOEIG .nccistivn ctncchanaderssnnvecetientsains 


$36 50 
The student furnishes his own room and 
bedding to suit himself. 


COURSES OF STUDY. 


1. An English Ceurse—lIin which students may 
perfect themselves in the common branches, 
and pursue such additional studies as their 
time will permit. 


2. A Preparatory or High School Course of three 
years, in which Latin Greek, German, and the 
elements of the Natu ‘al Sciences are added to 
the common English dranches. 


3. A Normal Course - In which, in addition to 
a thorough review of the common English 
branches, special instruction will be given in 
methods of teaching, school management, ete. 

4. A Business Course Penmanship, Book- 
keeping, Business Arithmetic, ete. 

5. Classical Couye—Is similar in extent and 
character to those of the best American col- 
lexes. 

6. Scientific Course--Is of the same grade 
length, and general scope as the Classical 
Course, but differing from it in the omission of 
Greek and the substitution therefor of addi- 
tional scientific studies, together with two years 
in German. 

CALENDAR FOR 1884-5, 

Fall term begins Sept. 10th, ends Dee. 17th. 

Winter term begins Dec. 3ist, ends Mar. 24th. 

Spring term begins April Ist. ends June [6th. 

Commencement on Wednesday, June I7th, 

Addresa D, A. LONG, Pres’t. ‘ 
Yellow Springs, Ohio. 














TO ALL POINTS IN 


PACIFIC COAST. 





A. J. SMITH, Gen’! Pass. Ag’t, 
J. L. MILLER, Pass. Ag’t, 
78. Main St., Dayton, O. 





count from regular rates. 


GOING EAST. 




































F. A. FORD, - 
JAS. MCCREA, 
Manager, Coi 





New York and New England. 


Fast Time, New Equipment—and running 


Springfield, Col. and Sandusky Exp... 9l0am 
through the most populous part of the coun- | ¢ eveland and New York F-xpress......*10/0 a m 
try; possessing every appliance for speed and | Cleveland and New York Exp............. 240 pm 
comfort known to be serviceable. Springfield, Col. and.Kenton Accom. 445pm 
Cleveland and New York lim. Exp.... 740 pm 
a eee eens Saeeeeres ol. — Sandusky Exp....*11 15pm 
’ «| Springtieid Sunday Special .u...... 6Hpm 

The Best Roadbed and the Safest Road in |“? 7 , 


the West. Cleveland, Columbus and N. Y. Exp. *8 45am 

Springtield Accommodation.... . 635am 

—_———_ springfield, or and Dela . $Wam 

. Columbus and Western Express......... 1215 pm 

eh ae pees route for sale at Cleveland and Sandusky iaeeen. 3 oS . m 
all regula coe. Cin. and St. Louis Express........ wee. 445 DM 
E. B. THOMAS, O. B. SKINNER, Cleve., Col. and New York Exp . *6 30pm 
Gen’! Manager. Trattic Manager. | 5pringtield Sunday Special ................ 810a@ ma 


Cleviand, O. 


Local .... <adcaedee auseaeense 815am 

Indiana , St. L. and Chicago Ex. 12207 m 

Pe Cc & St ‘ R Indianapolis, St. L. and Chicago Ex... 530-pm 
ag a a s y 8 Trains Arrive from the West. 

PAN-HANDLE ROUTE. Indianapolis and Columbus Exp........ 905a m 

Indianapolis and Columbus Exp......... 435 pm 


CONDENSED TIME CARD—EAST AND WEST. 


8@Passengers purchasing local round trip 
tickets before entering the cars, obtain a dis- 





| 
| 


Gen. Pass. and Ticket Agent, 
Pittsburg, Pa. 





Cleveland, Columbus, Cin. & Indianapolis. 
CINCINNATI DIVISION. . 
* Trains Leave, Going South. 













Cleveland, Col. and New York Exp... *3 55am 

Cincinnati Accommodation .,.............. 640a m 

Cin. Delaware and Springfield Exp... 920am 

Columbus and Cin. Accom..... 1225 pm 

Direct connections for all Southern, South- | Cin. and Cleveland Expres 333 pm 

western, and Western points, either by way of | Cin. and St. Louis Express........ 0.0... 455pm 

Cincinnati, Indianapolis, or St. Louis. Direci | (4evelund, Col. and New York Exp... *6 35pm 

‘onnections in Union Depot at St. Louis for al! | Cin. Sanday Special ........ccccece ceseeeeee 8l0am 
Railway Towns in Trains Arrive from the South. 

MISSOURI, ARKANSAS, Cotes and Sandusky..........cccecse- 910am 

Columbus, Cleveland wi..d N.Y. Rxp..*10®am 

TEXAS, . KANSAS, | Cleveland and New York ccetue 240 pm 

NEBRASKA COLORADO Springfield and Columbus Express..... 445 pm 

, , Cin. and Dayton Express.................. 615 pm 

NEW MEXICO, OLD MEXICO, | Cleveland and N. Y. lim. Exp . 74pm 

AND THE Cleve., Col. and N. Y. Express “11 05 p m 

5 7 Cin. Sunday Special ............ccccs-cccsescence 6wWpm 


CLEVELAND DIVISION, 
Trains Leave Going North, 












Trains Arrive srom the North. 














Dayton & Union. 
Trains Leave Going West. 








Pittsburg, Cincinnati & St. Louis. 


Trains Leave Going East. 
Cokearn Bes ACC 00a viccsccnncstcicccccsaccetevecnsss a 
Columbus and New York Express...... * a 
Indianapolis and Coiumbus Accom... 4600p 
Columbus and New York lim. Exp.... 845 p 
Trains Arrive from the Last, 












e stases 20 fp Indianapolis EX press........csccee seeeeeeee 
AZ 75 Columbus and Indianapolis Ex 
2S eZtsz See New York Express.... 
ae 1ZfSe5 =525 Columbus and Dayto 
Lo S*SsL— Seale . ss - = 
a ee 3335 a DAYTON & WESTERN 
Sel: SfzS > 3 Trains Leave Going West. 
e= 2: Fese 3 Indianapolis, St. L. and Chicago Ex... 7382am 
a2Re == = Indianapolis Accommodation............ 1230 pm 
. ne S ind’plis, St. L. and Chicago Express... *6 00 p m 
5 4 r Trains Arrive from the West. 
0 Indianapolis Express..................c0c00- %8 568M 
a We Indianapolis and Columbus Exp 400pm 
ze, le Indianapolis Exp.........cccs00 = . 85pm 
i CRAIN reecgeeey = Toledo, Cincinnati & St. Louis. 
et ect siis TOLEDO DIVISION. 
ag es i>? Trains Leave Going North. 
= $ Ba/ alls Delphos ACCOM... ci..cccccccccscscccccesesceece . 310pm 
5S eee e Trains Arrive from the North. 
5 gz = | c Z Delplies BAGG ...cccccteccminenns 10#am 
a/c os 
= = ‘= > 2 SOUTH-EASTERN DIVISION, 
2 E ov | 9 3 Trains Leave Going East. 
o* 3 “|| a Tromton Mall .....:...ccccccccrecccecsecceeccoscecsees 100am 
r fs —ee me Dil Chillicothe EX press...........ccscseseeeeeees 5lb5pm 
g PSESE SOEs S BEES 2 Trains Arrive from the East. 
s SCUCUUCUEES soucel. Chillicothe Express. ........cccccccccscscceressee 1040 a-m 
Ey leona ence us cece ranaes oecenee EG BE APES 430pm 
m \ESSSSSSSSSS555 | * 


N. B.—Trains marked * run daily. All other 
trains daily except Sunday. All trains run by 
“Central” time, which is 23 minutes slower than 








V. bayton....... 77 32am | 1250 pm | 605 pm | Dayton time. 
Ar. Richmond..| 910am | 232 pm] 737pm 
« oa 22a 525 pm seen 
* St. Louis..... PO SILE aiccenneisciaies 30am 
“ Chicago...... oo ee 6 50 am HABIT EASILY 


CURED with DOUBLE 
CHLORIDE of GOLD. 


Ui 
, M.D, 


OPIUR 
fete ‘s. 













128 = (16) 


‘ INGERSOLL. 


I have just finished reading Rev. L. A. 
Lamberts notes on Ingersoll. It is the 
only examination I have ever read which 
gives the infidel justice. It treats of his 
learning, his veracity, philosophy, hon- 
esty, erudition, modesty, and finds—aye, 
and proves—him wanting in every one 
of them. In the two hundred pages, it 
flays him on almost every page, and de- 
fends religion at every point. 

The following from Prof. Agassiz is 
worth reading twice: ‘ 

“T will frankly tell you that my expe- 
rience in prolonged scientific investiga- 
tions convinces me that a belief in God 
—a God who is behind and within the 
chaos of vanishing points of human 
knowledge—adds a wonderful stimulus 
to the man who attempts to penetrate 
into the regions of the unknown. Of 
myself I may say that I never make the 
preparations for penetrating into some 
small province of nature hitherto undis- 
covered, without breathing a prayer to 
the Being who hides his secrets from 
me only to allure me graciously on to the 
unfolding of them.” 

N. SUMMERBELL. 
—__~ 2 -____ 


DONATION VISIT. 











































The friends of Pony Hollow met at 
Bro. D. C. Barnes’, bringing with them 
many good things, as well as kind words 
and pleasant faces. After a good social 
time by the adults and some fun by the 
younger friends, we ate a very tempting 
repast prepared by the sisters; and then 
they took their leave, having contributed 
something over $50.00 in cash and pro 
visions, and we are truly grateful. 


ANOTHER POUNDING. 


But it was all right for we needed just 
such a pounding, as it was in the shape 
of 135 pounds of good things, just such 
as-every family needs; and our earnest 
prayer, as well as earnest endeavor, shall 
be, as in the past, to minister to their 
wants in spiritual things. 


STILL ANOTHER. 


I would like to acknowledge the re- 
ceipt of another valuable box of goods 
tor my wife, as well as two good books— 
Memoirs of Deceased Christian Minis- 
ters, also Millard’s Life and Writings —for 
myself. The value of the goods I can 
not tell, but think it worth $10.00. These 
with many other favors, from Sister Pettit, 
of Kenyonville, Orleans County, N. Y. 
Oh, that many more may be actuated by 
the same benevolent spirit in lending to 


the Lord! Many thanks, dear sister. 
A Burt. 
Cayuta, New York, February 7, 1885. 


BEAUTY’'S BATH 
CUTICURA 
SOAP. 












Ay keep the pores open, the oil glands and 
tubes active, and thus furnish an outlet for 
impurities in the perspiration and blood which 
cause humiliating blotches, itcking humors, 
blackheads, and minor skin blemishes; to 
cleanse, whiten, and beautify the skin, remove 
tan, freckles, sunburn and oily matter; to 
keep the hands soft, white, and free from chaps 
and roughness, prevent contagious skin and 
scalp diseases, and provide an exquisite skin 
beautifier and toilet, bath, and nursery sana- 
tive, redolent with delicious fiower odors and 
Cuticura healing balsams, is the special duty of 
the Cuticura Soap. Cuticuraand Cuticura Soap, 
the great Skin Cures and Beautifiers, and 
Cuticura Resolvent, the new Blood Purifier, cure 
every form of Skin and Blood Disease, from 
Pimples to Serofula. Sold everywhere. Price 
—Cuticura, 50c.; Soap, 25c.; Resolvent, $1.00. 
Potter Drug and Chemical Co., Boston, 
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HERALD OF GOSPEL LIBERTY. 


NO POISON 


- IN THE PASTRY 
iF 





u 
d 
is] 


| 2 iN ee be ewth ts | 
RACTS 
ARE VU x 
Vanilla, Lemon, Orange, etc., iavor Cakes, 


Creams, Puddings, &c.,as delicately and nat 
urally as the fruit from which they are made, 


FOR STRENGTH AND TRUE FRUIT 
FLAVOR THEY STAND ALONE. 


PREPARED BY THE 


Price Baking Powder Co., 


Chicago, Ill. St. Louis, Mo. 
MAKERS OF 


Dr. Price’s Cream Baking Powder 


—~AND— 


Dr. Price’s Lupulin Yeast Gems, 
Best Dry Hop Yeast. 
FoR SALE BY GROCERS 
WE MAKE BUT ONE QUALITY. 


LIGHT HEALTHY BREAD 





3 YEASTGEMS 


The best dry hop yeast in the world. Bread 
raised by this yeast is light, white and whole- 
some like our grandmother’s delicious bread. 


CROCERS SELL THEM. 


PREPARED BY THE 


Price Baking Powder Co., 
Man’f'rs of Dr. Price’s Special Flavoring Extracts, 


Chicago, Il. St. Louis, Mo. 


0 Established 1852, br 
NN STON ean 
BLOOMINGTON,ILL. fessict' Svc 

’ «scription of Fruit & 
Ornamental TREES. Catalogue for SPRING 


of 1885 now ready and maile li 
600 ACRES. 43 GREENHOUSES.” 











MUSICAL. 


Music Books for Schools. 





, The newest book for 
Song Greeting Hig Schools, Acaa. 
emies, and Seminaries. 82 Part-songs of the 
highest character, both in words and music, 
exercises and solfeggios. By L. O. Emerson. 
60 cts., $6 per dozen. 

Other well-known and very successiul books 
for High Schools are: Welcome Chorus, W. 8S. 
Tilden; High School Choir, Emerson and Tilden, 
and Laurel Wreath, W. O. Perkins. Price of 
each of the three books, $1, or $9 per doz. Also 
High School Book of Song, Ernst Leslie, 75 cts., 
or $6 per doz., and Public School Hymnal, by Ir- 
ving Emerson, 40 cts., or $3.60 per doz. 


Children’s Songs and How to 

Ne The newest ok for Com- 
Sing Them. mon Schone” By W. L. 
Tomlins. In two editions. The School Edition 
has voice parts only, and costs 30 cts., or $3 per 
doz. The Teachers’ Edition has songs and ac- 
companiments, and costs 75 cts. 82 good songs 
for singers of all ages. 





Other very popular School Song Books are: 
Emerson’s Song Bells, and Perkins’ Golden 
~— and Whippoorwill, each 50 cts., or $5 per 

OZ. 


Gems for Little Singers. 


A most charming book for Primary Schools 
and Kindergartens, with pectaneee sweet poet- 
ry, and sweeter music. EK. U. Emerson and 
Gertrude Swayne. 30 cts., or $3 per doz. 


Mailed for the Retail Price. 


OLIVER DITSON & CO., Boston. 


C. H. DITSON & CO. | J. E. DITSON & CO. 
867 Broadway, New York | 1228 Chestnut St., Phila. 
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SEED Warranted to Crow. 


or order refilled gratis. Ihave sold vegetable and flower 
seed to over a million farmers.and gardeners in the 
United States, perhaps some are your neighbors, if so ask 

them whether they are reliable. Mr. ‘Thomas Henshall of 
Troy,Kansas, writes me: ‘*For 26 years | have dealt with 
you. | have lived in Iowa, Missouri, Colorado, and Kan- 
sas, and no matter what the soil or climate, the result 
was always the same, to wit:—religiously honest 

and good.” This is the kind of seed J raise aud sell. The 

Hubbard and Marblehead Squash, Marblehead 
Corn, Marblehead Cabbages, Ohio Potato, Eclipse 
Beet, are some of the vegetables of which | was the original in- 
troducer. A Fair with $500 in premiums. See my catalogue, free to all, 


JAMES J, H. GREGOR Y, (Seed Grower), Marblehead. Mass 


Find the best markets in the world 
right at their doors. Blizzards and 
tornadves do not devastate their crops 
and ruin their homes. | have 


MICHIGA 300,000 Acres iat ini Zaza 


THE WORLD ELECTRO RADIANT 








































































MAGIC LANTERN. 


she lcdy ot the Dlectro Radiant |s a cone-shaped reflector 

wich pathors cach dwergent ray of light and conceutrates them 

all on the mui: reflector whence the whule mass «f brilllancy 

} ILuvmrsatzs anp Prosects THE PicruRE wive STARTLING CLEARNESS 

; Hh No combination ot lenses, however ing nious, has ever been known 
, a Bevan equal. fects w th the light used. The cost of an outtit 

oo enn s is small com- 

onto d> A Profitable Business pared with the 


amount of mo ey it ta esto do any other b . . 
dinary intelliz« nce can operate it, end vegenuriirencinegaaees 
$25 10 $100 PER NIGHT MAY BE EARNED 

by giving I arlor, Sunday School, Acudemy or Public Ent. rtainments. 
: the possessor of au Electro 
| Sor Public Entertainments jase. sneunins 
that will ** draw with the combined power of the Theatre, te Cire 
cus, Prestidigitateur, the Country Fair, the Temperance Crusade, and 
the Camp meeting. A room that will held 100 persons may be Aled 
Mf Dighily anda Profit becleared. You have only co tack the sheet 
to the wall, darken the room, place Lantern 
ase OD Stand, liht lamp, and you are rea vy to be 
in the exhibition. ‘Whe Electro Radi. 

Aut projects on the screen a PICTUR 


8 Feet in Diameter. 


FOR $12. 


I $10,000 were paid for the use of our patent 


by Railr ud Com anes for Locomo ive 

Headilunts, it betrg considered the most 

wo dertn) lig tever produced for the pur- 

e@. We have retained the excinsive right tomeke 
ag ¢ Lent rnson the same principle, and the 


Klectro Ratant t. the result, 
The adju-tmentof Reflector, Lenses, Tubes, Slide 


PATENTED rest and Cone, are made with mathematical nicety. 
P rf ti Optical laws governing such adjustments have been 
é eC 00 Seonattoly emeaiates, so that ae oore ner Lan. 
ny tern f r more than appears, and we are placin i 
at the in the reach of all, unsurpassed advantages i - 
LOWEST | Learning, Amusement and Profit. 
PRICE jj The Transparent Slides for these Lanterns em- 


brece views on wonderfr] natural scenes from 
diffe re: t parts of the world. The Scripture 

subfects from both the Old and New Testiment 
NO emperance—showing the folly and mis- 
ery of the Drunkard. Art—Coptes of 
famous Statues Bas-reliefs, and Engrav- 


g . tvcs. Misceils neous—Such as ships 
Se j) Beain a storm, qu BO _ samoter, Daylignt 

r ene. “oontight, ete, ory—Landing of Columbu 
as yee PF Declura ton of Independence, Yankee Doodle, etc. Comicon 


eenahn iki ane cae iat 4 Side Spliters without numbers, You can add to your assort- 
ment atanytime. Lantern with slides complete, packed in neat box, may be easily carrie’ in the hand.— 


The Electro Radiant 0. ‘shown In en’) with EB slides and firtinws complete, will be sent 


by express on receipt of $12.00 0rC O Dif $3.00 1s sent with 
order, purchaser paying the balance rid at express office, Full instructions and list of other views seut with 


eagarmaace "| World MP Co. 122 Nassau Street, New York. 


This Lantern can bg made very profitable at Church Fairs and 
SundaySchool Entertainments, and a large amount of cash realized 
ata very small. outiay. Asan Educator,the ELECTRO RADIANT 
surpasses almost every other apparatus used in a sch: ol. The atten- 
tion of the scholar is concentrated on just the ON Et/lustvation before 
him, and the mina of the stud-nt is forcibly impressed. There is a 
fascination about Wlustrations by means of the Lantern which dis- 
pels any lack of interest in the subjectin hand, which might other- 
wise be dry and hurd to attract the studen'’s attention toward. The 
value of the Magic J.antern for educational purposes is acknow- 
tedged by many teachers who have tried it,andno College, Lecture 
Room, School or Parlor should be without one, 

Asameans of impressing the minds of the young. it stands uwn- 
pacelled, We rly recommend this Lantern to «ll societies 
who have occasion to ruise money for charitable and other purposes 


TOTS Ty MASON & HAMLIN 
“HE 1S RISEN” 


DUSTRIAL COMPETITIVE EXHIBITIONS FOR 
SEVENTEEN YEARS, Mason & Hamlin Organs 
A NEW SERVICE FOR EASTER. 
PREPARED BY J. KR. MURRAY, 


have,after most rigid examinations and comparisons, 
been ALWAYS FOUND BEST, and AWARDED 
HIGHEST HONORS; not even tm one such important 

Consists of carefully prepared Responsive Read- 
ings, interspersed — usic written especially for the 
service by Dr. Geo. F. Roor, J. R. Momkay rae 


comparison dus any other 
American ORC ANS Organ been 
RR A TEE TY 
w. 
Pontius, D. B. Towner, T. P. WESTENDORF, and others, 


found equal tothem. One 
HUNDRED STYLES, adapted to all uses, from the 

The Readings are so practically arranged that the 
Responses may be used either by the school as such; 


smallest size, yet having the characteristic Mason & 
. 
by classes or individuals, or by a combination of all, 














Hamlin excellence,at to the best instrument which 
it is possible to construct from is, at $900 or more. 
llustrated catalogues, 46 pp. 4to, and price lists, free. 
The Mason & Hamlin Company manufacture 
UPRIGHT PIANO-FORTES, ‘adding to all the 
| Improvements which have 
been found vi PlA ~ oO uable in such 
thus insuring greater variety and interest. anata ~ oak — —- 
. ractical value, tendin est purity andre 
The Subjects Treated of, are : fent in quality of tome wna dura jlity, especially 
The Prophecy; The Conspiracy; The Betrayal; The | diminished lability toget out of tune. nounced 
Trial ; The Insults; The Crucifixion; The Burial; The | the test improvement made in upright ianos for 
Resurrection; The Ascension: The King of Glory and | half a century. The MASON & A AMLIN co., 
The Lesson. 16 pages. Pri cents each by pledge themselves that eve! fano of their make 
mail: postpaid. or 50 cents per doz.; #4.00 4 shall illustrate that VERY HIGHEST EXCELLENCE 
undred by express. charges not prepaid. | which has always characterized their organs. Send 
Tue Stony or THE ResuRRECTION and EASTeR ANGELS for circular with illustratiens, full description and 
are two very successful services, issued in former explanation. * o 
years. Price of each same as for ‘* He Is Risen.” . . 
JOHN CHURCH & co MASON & HAMLIN ORGAN AND PIANO CO., 
” BOSTON,164 Tremont St. CHICAGO,149 Wabash Ave. 
N. Y. OF FIO * . . 
BS East 18th St. Cincinnati, 0. | NEW YORK, 46 East 14th St. (Union Square.) 
a a ileal Th aR a a LADIES AND GENT N whe 
GENTS COIN MONEY who sell Dr. Cuase’s ANTED.:;. to make 68 to 84 aes their 


Famity Paysioian. Price $2.00. Write for Circu- own homes, Work sent by mail,No canvassing. Address 
lar. Address, Tax Caase Pus. Company, Toledo, Ohio. with stamp Crown Mr, » Co., 294 Vine St., Cin’ti,O. 
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